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PART II — Section 3 — Sub-section (i) 

General Statutory Rules (including orders, bye-laws etc. of a general 
character) issued by the Ministries of the Government of India (other 
than the Ministry of Defence) and by Central Authorities (other than 
the Administrations of Union Territories). 


MINISTRY OF HOME AFFAIRS 

New Delhi , the 31 st July 1063 

G.S-R. 1293. — In exercise of the powers conferred by the proviso to article 809 
of the Constitution, the President hereby makes the following rules to amend the 
Librarian (Ministry of Home Affairs) Recruitment Rules, 1960 published with the 
notification of the Government of India in the Ministry of Home Affairs No. 
G.S.R. 207, dated the 28rd February 1960, namely: — 

1. These rules may be called the Librarian (Ministry of Home Affairs) Amend- 
ment Rules, 1963. 

2. In the Schedule to the Librarian (Ministry of Home Affairs) Rules, 1960, 
for the entries relating to item “7. Method of recruitment”, the following shall be 
substituted, namely: — 

“7. Method of recruitment.— By transfer or deputation or promotion or by 
direct recruitment, as may be considered desirable.” 

[No. 101/2/63-Ad 1(B).] 
U. C. AGARWAL, Dy. Secy. 


New Delhi, the 1st August 1963 

G.S.R. 1294. — In pursuance of sub-rule (2) of rule 7 of the Indian Police Service 
(Probation) Rules, 1964, the Central Government, in consultation with the State 
Governments and the Union public Service Commission, hereby makes the following 
regulations further to amend the Indian Police Service (Probationers’ Final Ex- 
amination) Regulations, 1959, namely: — 

1. These regulations may be called the Indian Police Service (Probationers’ Final 
Examination) Amendment Regulations, 1903. 

2. In the Indian Police Service (Probationers’ Final Examination) Regulations. 
1969, in regulation 5, the entry at Item 4 shall be omitted and Item (5) shall be 
renumbered as item (4). 

[No. 12/4/62-AISG).] 
T. V. RAN G AR A.JAN, Under Secy. 
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New Delhi , the 2nd August 1963 

G.S.K. 1295. — -In exercise of the powers conferred by section 18 of the Central 
Reserve Police Force Act, 1949 (66 of 1949), the Central Government hereby 
makes the following rules further to amend the Central Reserve Police Force 
Rules, 1 955 published with the notification of the Government of India in the 
Ministry of Home Affairs No. S.R.O. 499, dated 24th February, 1956, namely: — 

1. Short title. — These rules may be called the Central Reserve Police Force 
(Eighteenth Amendment) Rules, 1963. 

2. Amendment of rule 26A.— In the Central Reserve Police Force Rules, 1955, — 

(i) in rule 26A, after the words “resignation from service”, the words 

“hile under training or” shall be inserted; 

(ii) in Appendix ‘F\ in the entry against item 16, after the words “resig- 

nation from service”, the words "while under training or” shall be 
inserted; , 

(iii) in Appendix ‘G’, in the paragraph beginning with the words “In the 

event of the above-bounded”, after the words "resigning his post”, 
the words “while under training or” shall be inserted. 

[No. F. 2/4/63 -Police-II.] 
P. SITAPATI, Under Sccy. 


New Delhi, the 3rd August, 1963. 

The Central Secretariat Stenographers Service (Promotion to Grade I) 

Regulations, 1963. 

G.S-R. 1296. — In pursuance of sub-rule (3) of rule 11 of the Central Secretariat 
Stenographers Service Rules, 1962, the Ministry of Home Affairs hereby makes the 
following regulations, namely: — 

1. Short title and commencement. — (1) These regulations may be called the 
Central Secretariat Stenographers Service (Promotion to Grade I) Regulations, 


(2) They shall come into force at once. 

2. Definitions. (1) In these regulations, unless the context otherwise re- 
quires; — 

(a) “anticipated vacancies” means vacancies expected to arise on account 

of rctirments, resignations, increase in the strength of duty posts, 

promotions to higher posts or other such definite contingencies; 

(b) “eligible officer” means an officer eligible lo be considered for appoint- 

ment to Grade T of the Service under rule 11 of the Central Secre- 
tariat Stenographers Service Rules, 1962, as on the 1st July of the 
' calendar year in which the Select List is prepared: 

(c) field of selection” means the list of eligible officers from which a 

selection will be made for inclusion in the Select List; 

(d) “Rules” means the Central Secretariat Stenographers Service Rules, 

1962; 

(e) Selection Committee” means the Committee constituted in accordance 

with regulation 4; 

(f) “Select List” means the list of eligible officers considered fit for appoint- 

ment to Grade I, and prepared in accordance with regulation 5. 

(2) All other words and expressions used in these regulations and not defined 
herein shall have the meanings respectively assigned to them in the Central Secre- 
tariat Stenographers Service Rules, 1962. 

3. Size of the Select List and field of selection,— (1) The number of officers to 
be included in the Select. List from time to time shall be as determined by the 
cadre authority having regard to existing and anticipated vacancies jn the cadre. 

(2) The field of selection shall ordinarily extend to five times the number of 
officers to be included in the Select List, provided that if the required number 
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of the requisite standard are not available in the field so determined* 
the filed may bo enlarged to the extent considered necessary by the Selection 
Committee. j 

4. Selection Committee.— The cadre authority shall, from time to time, con- 

stitute a Selection Committee consisting of not less than three members. The 
Chairman of the Selection Committee shall be an Officer not below the rank of 
Joint Secretary to the Government of India and the other members of the Com- 
mittee shall be officers not. below the rank of Deputy Secretary to the Govern- 
ment of India. 1 i 

5. Preparation of the Select List. — (1) A fresh Select List shall be prepared at 

least once every year. , 

(2) The field of selection shall be determined by the Selection Committee by 
taking the required number of the semormost eligible officers in the cadre, in the. 
order of their seniority in Grade II of the Service. 

(3) The Selection Committee shall classify such of tire officers included in the 
field of Selection as are considered fit for appointment to Grade I, as ‘outstanding’, 
'very good’ and ‘good’, on the basis of merit, 

Note. — While considering the cases of officers belonging to the Scheduled 
Castes and the Scheduled Tribes, the Selection Committee shall be 
guided by such instructions as may be issued by the Ministry of Home 
Affairs from time to time. 

(4) Subject to the approval of the cadre authority, the recommendations of 
the Selection Committee as regards classification shall be accepted. 

(5) The Select List shall be prepared by including tire required number of 
names first from amongst the officers finally classified as ‘outstanding’, then from 
amongst those similarly classified as ‘very good’, and thereafter from amongst 
those similarly classified as ‘good’- The order of names inter tie within each cate- 
gory shall be according to seniority in Grade II. 

8. Removal of names from the Select List. — (1) Subject to the exceptions made 
under clause (3) of this regulation an officer included, in the Select List shall 
continue to be included therein till be is substantively appointed to Grade T. 

(2) Officers included in the Select List who cannot be appointed! to Grade I 
or who are reverted therefrom, for want of vacancies, will continue to be included 
in the Select List and retain the seniority assigned to them in the List. 

(3) The names of persons of the following categories shall be removed from 
the Select List — 

(a) persons substantively appointed to Grade I; 

(b) persons transferred to another service, post or cadre; 

(c) persons who die or retire from the Service or whose services arc other- 

wise terminated; and 

(d) (i) persons officiating in Grade I beyond the period of trial specified 

in rule 14 of the Rules, who are reverted therefrom as a result of a 
departmental enquiry or any proceedings under the Central Civil 
Service's (Classification, Control and Appeal) Rules, 1957; or 

(ii) persons who cither during or at the end of the period of trial in 
the Grade, prescribed in rule 14 of the Rules, arc reverted therefrom 
under sub-rule (4) of rule 16 of the Rules, on the ground of unfitness 
to continue in the Grade; or 

(iii) persons not yet promoted to Grade I, who on an annual review' of 
the Select List are found, because of deterioration in their record or 
conduct or both since inclusion in the List, to have fallen below the 
required standard. 

7. Saving .— Notwithstanding anything contained in regulation 5, but subject to 

regulation 6, officers already approved for long-term appointment to Grade T but 

not appointed thereto before the promulgation of these regulations, shall continue 

to be eligible for appointment to that Grade. 


[No. 25/fi/63-CS(A).j 
MOHINDAR SINGH. Under Secy. 
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ORDER 

New Delhi, the 2nd August 1903 

G.S.R. 1297. — Whereas the Central Government considers it expedient that 
special precautions should be taken to prevent the entry of unauthorised persons 
into certain, places; I 

Now, therefore, in exercise of the powers conferred by rule 7 of the Defence 
of India Rules, 1962, the Central Government hereby declares all lighthouses in 
India, which are general lighthouses for the purpose of the Indian Lighthouse 
Act, 1927 (17 of 1927), to be protected places. 

In exercise of the powers conferred by clause (a) of sub-section (1) of 
section 40 of the Defence of India Act, 1962 (51 of 1962), the Central Government 
hereby directs that the powers conferred on it by rule 6 read with rule 7 of the 
Defence of India Rules, 1962, shall, in respect of the general lighthouses situated 
in the Lighthouse Districts specified in column (2) of the Schedule below, being 
protected places, be exercisable also by the officers mentioned in the corres- 
ponding entries in column (3) of the said Schedule. 

Schedule 


S. No. Name of the Lighthouse District Designation of the officer empowered 

in which the general light- to exercise the powers under rule 0 

houses are situated in respect of the protected places 

(1) (2) (3) 


1. Saurashtra and Kutch Lighthouse 
District. 


2. Bombay Lighthouse District 
Jamnagar. 


3. Madras Lighthouse District. 


4. Calcutta Lighthouse District. 


1. Director General of Lighthouses 

and Lightships, New Delhi. 

2. Director of Lighthouses and Light- 

ships, Babu Mansion Opposite 
Motor House, Bed! Port Road. 
Jamnagar, 

1. Director General of Lighthouses 

and Lightships, New Delhi. 

2. Director of Lighthouses and Light- 

ships, C.G.O. Buildings, Queen’s 
Road, Bombay. 

1. Director General of Lighthouses 

and Lightships, New Delhi. 

2, Director of Lighthouses and Light- 

ships, 8/31, Eldams Road, 

Teynampet, Madras, 

1. Director General of Lighthouses 

and Lightships, New Delhi. 

2. Director of Lighthouses and Light- 

ships, 6-C'hapel Road, Hastings, 
Calcutta. 


[No. F. 59/67/63-Poll (II).'! 
P, K. DAVE, Jt. Secy. 


MINISTRY OF INTERNATIONAL TRADE 

(Rubber Control) 

New Delhi, the 1st August 1963 

G.S.R. 1298 — lh exercise of the powers conferred by section 25 of the Rubber 
Act, 1947, (24 of 1947), the Central Government hereby makes the following rules 
further to amend the Rubber Rules, 1955, namely: — 

1. These Rules may be called The Rubber (Third Amendment) Rules, 1963. 
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2. In rule 30A d£ the Rubber Rules, 1955, — 

(i) in sub-rule (1), clause (d) shall be omitted. 

(ii) in sub-rule (2A) the word “also” shall be omitted and after that sub- 
rule the following sub-rule snail be inserted, namely: — 

“(2B) The Board may also, on such terms and conditions as may be laid 
down by it from time to time and approved by the Central Govern- 
ment, — 

(a) advance loans to Co-operative Societies whose activities are condu- 

cive to the benefit of the small growers such as 

(i) purchase and sale of rubber produced by small growers; 

(ii) procurement for and distribution to small growers of planting 

materials, manure, acid, implements and such other things; 
and 

(b) purchase shares in such societies”. 


[No F. 19(7) Plant (B)/63.] 
B, KRISHNAMURTHY, Under Secy. 


MINISTRY OF FOOD AND AGRICULTURE 
(Department of Food) 

New Delhi, the 30 th July 1963 

G.S.R. 1299. — In exercise of the powers conferred by the proviso to article 309 
Of the Constitution, the President hereby makes the following rules regulating the 
method of recruitment to the posts of Movement Inspector at the Headquarters In 
the Ministry of Food and Agriculture (Department of Food), namely: — 

1. Short title. — These rules may be called the Ministry of Food and Agricul- 
ture (Department of Food) (Movement Inspectors), Recruitment Rules, 1903. 

2. Application. — These rules shall apply to the posts of Movement Inspector in 
the Ministry of Food and Agriculture (Department of Food). 

3. Number, classification and scale of pay. — The number of the said posts, their 
classification and the scale of pay attached thereto shall be as specified in columns 
2 to 4 of the Schedule annexed hereto. 

4. Method of recruitment, age limit, other qualifications, etc. — The method of 
recruitment, age limit, qualifications and other matters relating to the said posts 
shall be as specified in columns 5 to 12 of the Schedule aforesaid. 

5. Disqualification — (a) No person, who has more than one wife living or who, 
having a spouse living, marries in any case in which such marriage is void by 
reason of its taking place during the life time of such spouse, shall be eligible for 
appointment to the said posts; and 

(b) No woman, whose marriage is void by reason of the husband having a 
wife living at the time of such marriage, or who has married a person, who nas 
a wife living at the time of such marriage, shall be eligible for appointment to 
the said posts : 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering, exempt any person from the operation of this rule. 



Schedule 


"Name of No. 
post of 

posts 


Classifies- Scale of Age limit 
don pay for direct 

recruits 


Education- Whether Period of 
al and age and probation, 
other qua- education- if any 
lifications al qualifi- 
required cations 
for direct prescribed 
recruits for direct 
recruits 
will apply 
in the 
case of 
promottee 

6 7 S 


Method of recruit- In case of recruitment If a Circumst- 

ment whether by promotion, 'transfer, D.P.C. antes in 
by direct recruitment grades from which pro- exists what which 
or by promotion or motion to be made is its U.P.S.C. 
transfer and percent- composi- is to be 

age of the vacancies tion consulted 

to be filled by various in making 

methods recruit- 

ment 


Rs. 325 Not app- Not app- 
ro S7e licshle licable 


Movement 5 General 
Inspector Central to 375 licable 

Service 
(Class III) 

Non-gaze- 
tted — 

Non-Mini- 

sterial. 


No 


2 years (u) By transfer/de- 
putation from 
the Railways 
75 %• 


(b) By transfer from 
Regional Food 
Organisation 

25%. 


(c) By deputation of 
Assistants where 
suitable persons 
under (a) and 
(6) are not avail- 
able. 


(a) Transfer! Deputation Not app- Notapp- 
Traffic Inspectors, licable licable. 
Commercial Inspec- 
tors, Traffic Con- 
trollers, Station 
.Masters, Deputy 
Controllers, Yaid 
Masters and Train 
Inspectors work- 
ing in the Railw ays 
in Grades Rs.200 — 

300 and above. 

(i) Transfer : 

Movement Ins- 
pectors, Assistant 
Movement Inspec- 
tors working in 
Regional Food 
Organisations, 
ic) Deputation : 

Departmental Ass- 
istants with suffi- 
cient experience of 
work connected 
with movement. 


H. P. SHARMA, Under Secy. 

[No. F. 39 / 11 / 61 -E.I 1 .] 
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(Department of Agriculture) 

New Delhi, the 31 st July 1963 

G.S.R. 1300.— In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules regulating the 
method of recruitment to the Class III and Class IV posts in the National Dairy 
Research Institute, Karnal and its regional stations, namely: — 

1 Short title. — These rules may be called the National Dairy Research Institute 
(Class III and IV posts) Recruitment Rules, 1963. 

2. Application. — These rules shall apply to the Class III and Class IV posts in 
the National Dairy Research Institute specified in column 1 of the Schedule hereto 
annexed. 

3. Classification, Scales of Pay etc. — The classification of the said posts, the scale 
of pay attached thereto, the method of recruitment to the said posts, age limit, and 
Other matters relating to the said posts shall be as specified in columns 2 to 12 of 
the Schedule annexed thereto; 

Provided that the upper age limit prescribed for direct recruitment may be 
relaxed in the case of Schedule Castes and Scheduled Tribes and other special 
categories of persons in accordance with the general orders of the Government of 
India Issued from time to time, 

4. Disqualification. — No person who has more than one wife living or who having 
a spouse living, marries in any case in which such marriage is void by reason of 
its taking place during the life-time of such spouse, shall be eligible for appointment 
lu any of the said posts; and 

No woman whose marriage is void by reason of the husband having a wife living 
at the time of such marriage or who has married a person who has a wife living 
at the .time of such marriage, shall be eligible for appointment to any of the said 
posts; 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering exempt any person from the operation of this rule. 



Schedule 


Recruitment rules for the Class III and Glass IV posts in the National Dairy Research Institute, Kamai and its Regional Stations under 

the Ministry of Food and Agriadutre 


Name of 
post 


Classifies- Scale of 
ti on pay 


Whether Age 
Selection Limit 
post or fordir- 
non-se- ect re- 
lection emits 


Educational and other quali- Whether 
fications required for direct age and 
recruits education 


Whether Period Method of 
age and of pro- recruitment whe- 
education- bation, ther by direct 
al qualifi- if any recruitment or 
cations by promotion 


prescribed 
for the 
direct 
recruits 
will apply 
in the 
case of 
promotion/ 
transfer 


by promotion 
or transfer & 
percentage of 
the vacancies to 
be filled by vari- 
ous methods 


In case of If a Circom- 
recruitmem by D.P.C. stances 
promo tion/tra- exists, inwhich 
nsfer, grades what is U.P.S.C. 


from which 
promotion to 
be made 


its is to be 
compo- consult- 
sition ed in 
making 
reett. 


Farm En- G.C.S. Rs. 335— N.A. 
gineer. (Class III) —15—485. 
CNon- 
Gazetted) 

(Non- 
Mi mate- 
rial). 


Between (a) A degree in Mecha ni- 
21 — 30 cal or Electrical or 

years. Automobile Engineer- 

ing with 2 years 
practical experience. 

OR 

A diploma in Mech- 
anical or Electrical 
or Automobile Engin- 
eering with 5 years 
experie nee. 

(5) Practical experience 
in handling mechani- 
cal equipment, in- 
stallation and testing 
of Laboratory 7 equip- 
me nt, refrigeratic n 
units, pumps and boil- 
ers with special refer- 
ence to the require- 
ment of modern dairy 


2 yeass. By direct recruit- 
ment. 
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Research/ G.C.S. Rs. 21c — NA 

Technical Class III — 10 — 290 — 
Assistant (Non- 15 — 320 — 

(in Dairy Ga2etted) EB- 15- 
Tech nology; (Non- 425. 

Dairy Che- Minister- 
mis try ; ial). 

Dairy Bac- 
teriology ; 

Dairy Hus- 
bandry). 


or maintenance of 
Agriculture equip- 
ment and tractors. 
lc) Ability to instruct and 
guide in the subject. 

(d) Knowledge of mod- 
ern machineshop prac- 
tice. 

Betwe- Laboratory side : 

en MSc. or B.Sc. degree or 
21 — 30 equivalent degree inSci- 
years. e nee (with Physics, Che- 
mistry and Aiathematics 
at Graduate Levet)/Agri- 
culturewith Graduate 
training in soil sci- 
ence /Biochemistry/ 
Food Technology/ 
Microbiology/Dairy 
Chemistry /Veterinary/ 
Organic Chemistry/ 
Physical Chemistry/ 
Tech nolo gy/Chemical 
Engineering/Dairying. 

OR 

B.Sc., Indian Dairy 
Diploma with two 
years experience as 
per requirements. 

Dairy Side : 

I ndianDairy Diploma with 
a minimum of 3 years 
experience in a mod- 
ern dairy Plant. 

OR 

B.Sc., fwith Physics, Che- 
mistiyand Mathematics) 
andl.D.D. with a mini- 
mum of 1 year’s ex- 
perience in a modern 
dairy plant. 

OR 

B.Sc, (Dairying). 
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IO 


LA 

(A 


Technical 

Assistant 

(Library). 


Technical 

Assistant 

(Estate), 

Horticul- 

ture. 


Technical 

Assistants 

(Extension) 


G.C.S. 

Class III 

(Non- 

Gazetted) 

(Non- 

Minister- 

ial). 


Do. 


Rs. 210- 
10-290-15 
320-EB- 
15-425. 


N.A. 


Betwe- 

en 

21 — 30 
years 


Do. 


N.A. Do. 


Do. 


Do. 


N.A. Do. 


Agriculture Side. 

B.Sc. (Agriculture) from 
an Indian University. 

(2) Persons havinga mini- 
mum practical experience 
of two years in fanning 
will be preferred. 

Graduate of recognised uni- N.A, 
versify preferably on 
Science with Post-Gra- 
duate diploma or degree 
in Library Science 
from recognised Univer- 
sity. Experience in 
Technical or University 
Library. 

Degree in Agriculture with N.A. 
Horticulture as one of the 
main subject. 

Or 

A degree in Science with 
Botany and Zoology as 
the main subjects with ex- 
perience of one year in 
Horticultural work. 

Degree in Dairying /Scien- N.A. 
ce/Agriculture/Diploma in 
Dairying with two years 
field experience/Dip- 
loma in Radio; Cine En- 
gineering with two years 
experience of handling 
Audio-Visual equipment 
as per requirements. 


2 yean, By direct rcciuit- 
ment. 


N.A. 


N.A. 


N.A. 


Do. 


Do. 


N.A. 


N.A. 


N.A. 


Do. 


Do. 


N.A. 


N.A. 


N.A. 
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Do, 


Do. 


Technical 
Assistants 
(Daily En- 
gineering). 


N.A. Do. Dairy Engineering. 

(Mechanical Farming/Ciyil/ NA 
ReErigera tion/E lectrical j 
draughts and design) 

High School passed 
with a diploma or certi- 
ficate from a recognised 
institution in the repair 
and maintenance of tract- 
or and other mechanised 
agriculture implements. 
Candidate must possess 
at least 5 years experience 
in well furnished work- 
shop or Agricultural En- 
gineering Division (Civ- 
3 , Refrigeration, draughts 
and design and Electrical 
etc.). 


Technical G.C.S. Rs. 210- 
Assistants Class Ilf 10-290- 
(Ciyil). (Non- 15-320- 
Gazetted) EB-15- 
(Non- 425. 
Minister- 
id). 


N.A. Betwe- Diploma holder in Mech- N.A. 
en anical/ Electrical/ Civil En- 

21 — 25 gineering/dxaughtman wi- 

years th two years experience 

in workshop/ Survey work 
draughting and estimating • 
handling refrigeration 
machinery using Ammo- 
nia or Freon. 


Demonstra- Do. Do. N.A. 
tors. 


Betwe- B.Sc. in Chemistry/Che- N.A, 
en mical Technology/Dairy- 

21 — 27 ingjAgriculture/Botany/i r 

years. Zoology /Physics /Vcterm - 

ary/Mechanicai or Agri- 
cultural or Electrical En- 
gineering!' Microbiology ! 

B.Sc. with I.D.D. or 
Diploma in Mechanical 
Agricultural/ Electrical En- 
gineering as per require- 
ments. Experience in 
Research and Teaching 
(/Desirable). 


Do. Do. N.A. 


2 years By direct recruit- N.A. 
merit. 


Do. Do. NA 
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Artist G.C.S. Rs. 210- N.A 

Class III 10-290— 
(Non- 15-320- 

Gazetted) BB-15- 
iNon- 425. 

Minister- 

ial). 


Sapervis- Do. Rs. 150- N.A 
ors (Sales/ 10- 250- 

Records). EB-10- 

290-15- 
320. 

Supervisors Do. Do. N.A 


Betwe- Should possess a diploma or N.A. 
en certificate in Arts, from 

18 — 25 a teaching institution ie- 

years cognised by the Govern- 

ment/ University. 

(2) About 2 years of exper- 
ience of work as an Artist 
in a recognised institu- 
tion. 

Do. B. Com. N.A. 


Do. Dairy Side: N.A. 

Indian Dairy Diploma. 

Dairy Husbandry Side : 

Indian Dairy Diploma or 
B.Sc. (Agriculture). 

Dairy Engineering Side : 

(i) A Certificate to cour- 
se in surveying and 
draughtsman. 

(it) At least 2 years exper- 
ience in Survey work, 
draughting and esti- 
mating. 

(Hi) Ability to supervise 
the work of skilled 
and unskilled Labour- 
ers. 

Or 

Holder of a diploma or 
N.C.C. in Civil Engineer- 
ing from a recognised 
Indian Technical Institu- 
tion. 


2 years By direct recruit- N.A 
jnent. 


Do. Do. N.A. 


Do. DoM N.A. 
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Dairy Husbandry ( Estate ) 
Side : 


Assistant 

Librarian. 


Junior Me- 
chanics. 


Matriculation from the re- 
cognised University or 
Board. 

Must possess a diploma or 
certificate in Horticulture 
from recognised Technical 
Institution. Practical ex- 
perience of a minimum of 
two years, in agricultural 
work,.' Horticultural work. 


G.C.S. Rs. 150-10-250- Betwe- 

Class III EB-10- en 

(.Non- 290-15- 18 — 25 

Gazetted) 320. years. 

(Non- 

Minister- 

ial). 


Do. Rs. 140- N.A, Do. 
5-175. 


Supervisor ( Security ) : 

Matriculate with 5 years’ ex- 
perience of watch and 
ward work (preferably a 
discharged J.C.O.). 

Graduate with a Diploma or N.A. 
a certificate in Library 
Science from a recognised 
Institution. 

Or 

Matriculate with Certificate 
in Library Science with 
S years experience in some 
technical Library. 

Tractor Side: N-A- 

Trade course certificate of a 
recognised Institution. 

Or 


Do. Do. 


6 months Do. 


Three years experience in 
overhauling tractors and 
motors vehicles. Ability 
to read and write English. 
Experience in Welding 
and Smithy (Desirable). 


NJV 


N.A. 


N.A. N.A . 


N.A. N.A. 
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Engineering side. Jr. Mecha- 
nic (Plumbing), (i) Middle 
School Standard pass. 
(2) At least handling pip- 
ing work in G. I., Steel, 
copper and stainless steel, 
from low and high pressure 
work. 1(3) Experience 
in laying water, steam 
gas amonia, freon and 
milk lines with all 
their fittings in handling 
machine tools such as 
lathe, radial drill and 
thread cutting machine, j 

Junior Mechanic {Welding). 
(1) Middle School Stand- 
ard pass. (2) Certificate 
in Welding. (3) At least 
3 years experience in 
handling Arc Welding, 
Gas Welding, and spot 
welding works. (4) Ex- 
perience in structural 
fabrication, repair of 
worn out iron parts. 

(5) At least 3 years ex- 
perience in brazing work 
in Gun-Metal and steeL 

(6) Experience in Argon 
arc welding preferably. 

( Refrigeration! Electrical/ 
Mechanical). Matricula- 
tion. Certificate in Electrical 
Engine ering/ Me -chanica] 
Engineering,, 1 ' Refrigera- 
tion Engineering/ Boiler 
from a recognised Ins- 
titution. At least one 
year’s experience in a 
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tractor or Motor or Dairy 
Workshop, 

Junior Mechanic (Elec- 
troplating). Middle school 
standard pass, must have 
passed the Electroplating 
trade course from some 
recognised institution. 
Experience of three years 
in the trade. 

Junior Mechanic (Boiler). 
Middle School Standard 
pass. Diploma from any 
Technical School. Must 
possess a boiler operator’s 
licence. 5 years experi- 
ence with oilfed/coal 
fired boilers. Experience 
in working with package 
type of boiler is desirable. 


Tractor G.C.S. Rs. 140 — N.A. 
Drivers Class III 5 — 175 

(Heavy (Non-Ga- 
dutyj zetted) 

(Non-Mi- 

nisterial). 


Between Middle School Standard N.A. 
18 — 25 pass, should possess trac- 

years. tor driver’s licence and 

at least 3 years experience 
in driving medium and 
heavy tractors. Should 
possess experience in the 
maintenance and repair 
of tractors and modern 
agricultural machinery 
and equipment. 


Tractor Do. 

Drivers 

(Light 

duty). 


Rs. 125 — N.A. Do. Middle School Standard N.A. 

155 pass, Shonld possess 

tractor driver’s licence 
and at least 3 years ex- 
perience in driving light 
tractors. Should possess 
experience in the mainte- 
nance and repair of tractor 
and modem agricultural 
machinery and equipment 


6 wen- By Dir eerie 
ths cruitment. 


Do. Do. 


N.A. N .A. N.A. 


N.A. N.A. N.A. 
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1 2 3 4 5 


6 


7 


8 


8 


10 


II 


Rs. 


MjJk Tan- G.C.S. 
ker Driver .Class III 


Rs. no — N.A. Between Middle School Standard 

180. 18-25 pass. Most have experi- 

(Non- years ence for making road re- 

Gazetted) pairs of Petrol/Diesel 

(Non- Engine. Must possess a 

Ministerial) experience for driving 

heavy vehicles for 5 years. 
Experience of driving 

articulated transport ve- 
hicles is desirable. 


N.A. 


6 

months 


By direct recruit- N.A. 
ment 


N.A. 


ep Driver 

Motor/ 

Driver/ 

Station 

Wagon 

Driver/ 

Truck 

Driver. 


Do. 


no — 3 
1 3 1— 4— 
139 . 


— N.A. Do. 


Essential (fii Driving licence Regularly 
for driving light and heavy appoir t- 
vehicles. (it) Experience ed Class 
in the working of Petrol/ IV em- 
Diesel Engine. ployees : 

Desirable ( i ) Middle School Age No 
Standard pass. Educa- 

tion etc. 
Yes. 


Do. 


By direct re- 
cruiiment pre- 
ference will be 
given to re- 
gularly appoint- 
ed class TV 
qualified em- 
ployees of the 
N. D. R. I. 
Where no sui- 
table person 
from among 
them is avail- 
able, recruit- 
ment will be 
made through 
the Employment 
Exchange, 


N.A. 


N.A. 


Fitter Do. Ks.no — 3 — 

ni — 4— 

143— EB 
— 4 — J 55 


N.A. Do. (i) Knowledge of work 

with lathes, drilling, grin- 
ding and W’elding machin- 
es. (if! Preference will 
be given to candidates 
who possess the Boiierman 
certificate. 


N.A.' 


Do. 


By direct re- 
cruitment. 


N.A. 


N.A- 


12 


N.A. 


N«A. 


TSl.fi . 


1560 THE GAZETTE OF INDIA: AUGUST 10, 1965 /SRAVANA 19, 1885 [Paht II- 




Fitter Do. £Rs. no — 3 — N.A. Do. 

(M'lk’ng 131 — 4 — 

Machine) 143 — EB 

—4— 155 

Agricultural Do. Rs. 130 — j — N.A. Do. 

Assistant. 160 — 8 — 

200 — EB 
8 — 25 ^~~ 

EB — 8 — 

280 — 10 — 

300 

Milk Do. Rs. no — 3 — N-A. Do.| Intermediate in Science or | N.A. 6months Do. 

Tester 131 1st year of 3 years’ de- 

gree course in Science 
with 2 years experience 
in a Laboratory. 

Plant Do. Rs. no — 3 — N.A. Do. 1. Middle School standardly N.A. 6montla to. 

Operator 13 1 pass (2) Atleast one 

year’-; experience in 
handling milk, water 
and refrigeration lines, 

(3) Familiar with re- 
frigeration plants, pump* 
and other machines, used 
in a dairy or similar food 
processing factory. 

Turner . Do. Rs. no — 3 — N.A. Do. Certificate of turner course NA. Do. Do. 

130 — 4 — from any recognised ins- 

EB — 143 tittifion with one year 

— 4 — 155 experience in a machine- 

shop after completing 
training. OR, Experi- 
ence in the operation of 
lathe, shopping and milk- 
ing machines, in fabri- 
cation of precision 
metal parts, for atleast 
three years. 


Middle School standard N.A. Do. Do 

pass. Experience of 
handling & maintenance 
of mintin g machines. 

1. Matriculate. (2) should NA. 2 years Do. 
possess Agricultural back 
ing ground, (3) should 
be able to maintain farm 
records. 


N.A. N-A. N.A. j 

N-A. N„A. N.A. 

N-A. N.A. NA. 

N.A. N.A. N.A. 

N-A-l N-A. N.A. 


v< 

A 


Sac, ?(!)] THE GAZETTE OF INDIA: AUGUST 10, I99S/SRAVANA 19, I 



Computor 

Assistant 

its. 

G.C.S. no — 200 

Class III 
(Non- 
Gaze tted) 

(Non Ministerial) 

N.A. 

Between Higher Secondary -with 
18—25 Mathematics with es- 
years p.-rience of computer's 

work. 

N.A. 

2 years 

By direct 

recruitment. 

N.A. 

Media 

Assistant 

Do. 

Do. 

N.A 

Do. 

Intermediate in Science or 
1st year of the 3 years’ 
degree course in Science/ 
Agriculture. 

N-A 

Do. 

Do. 

N-A. 

Boilerman 

Do. 

ioo—3 — 
130 

N.A. 

Do. 

A certificate of proficier cy 
in boiler maintenance 
with practical experience 
in ridustrial concern or 
workshop. 

N.A. 

6 months 

Do. 

N.A. 

Nurse 

Do. 

150 — 280 

N.A. 

Do. 

Should possess ce'tificate of 
Registration in ‘General 
Nursing’ and Midwifery 

N-A. 

2 years 

Do. 

N.A. 

Compoun- 

der-cum- 

Clerk. 

Do. 

130 — 240 

N.A. 

Do. 

Matriculation. Should be a 
Pharmacist regd. under 
sub-section 31 (c) of sec- 
tion 3 of Pharmacy Act 
1948, with one year’s 
experience. 

N.A. 

Do. 

Do. 

N.A. 

Laboratory G.C.S. 
Assistants Class III 
(Noil- 
Gazetted) 
(Non- 
Mini sterial) 

no — 200 

N.A. 

Between 
18 — 25 
years 

Intermediate in Science, or 

1st year of the 3 years’ 
degree coarse in science/ 
Agriculture. 

N.A 

2 years 

Do. 

N.A 

Laboratory 

Assistant 

Do. 

Do. 

N.A. 

Do. 

Matric with compounder’s 
certificate from a recog- 

N.A 

Do. 

Do. 

N.A 


'Veterinary) nised veterinary institu- 

tion. ' 


II 12 
N.A. N-A. 


KJt 


N 


N-A. N.A. 

N.A. N.A’ 

N.A- N.A. 


N.A. N.A. 


N.A. N.A. 


N.A. N.A 
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Draftsman Do. Do. N.A. Do. 

Clerk 


Fieldman Do. no — 3 — N.A. Do. 

131 


Painter- Do. Do. N.A. Do. 

cnm-calli- 

graphist 


Stockmen Do. 105 — 3 — N.A. Do, 

!35 


Stockmen Do. Do. N.A. Do. 

(K.V. Sc- 
heme) & 

Messenger 

Stockmen 

Superin- G.C.S. 350 — 20 — Selec- N.A. 

tendent Class III 450 — 25 — doc 
(Non- 475 
Gazetted) 

(Ministerial 


Matriculate or S.S.L.C. N.A. Do. 
with a certificate in drafts- 
man-ship from recog- 
nized institution . 

Matriculate with experience N.A. 6 months 
in supervision of Agri- 
cultural work/cattle feed- 
ing 'collection of samples 
for experimental work. 

Matric, Good ability of let- N.A. Do. 

taring in Eoglish'Hindi) 

Urdu with all paints. 

Practical experience of 
different kind of jobs such 
as spray painting. 

Matriculation with expert - N.A. Do. 

encc of Laboratory work. 

Aptitude for field work 
in villages. Experience 
in working in Dairy Farm 
or conducting inquiries 
in villages. The candi- 
date must be well con- 
versant with the local 
village conditions and 
language. 

Matriculation with stockman N.A. Do. 

course certificate from 
recc gnised institution . 


N.A. N.A. 2 years 


Do. N.A. N.A. N.A. 


Do. N.A. N.A. N.A. 


Do. N.A. N.A. N.A. 


Do. N.A. N.A. N.A. 


Do. N.A. N.A. N.A, 


100% by pro- Promotion Class in N.A. 
motion failing Head Clerk DPC. 
which by trans- having 3 
ferfrom other years service 
offices under la the grade, 
the Depth of 
Agriculmre. 
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3 


5 


Rs. 

Head G.CS. 210 — 380 Non- N.A. N'A 

Cletk Qass III Selec- 

(Non- tion. 

Gazetted) 

(Ministerial) 


Proforma Do. Do. 

Accountant 


Accountant 

Do. 

168 — 300 

U.D-C, . 

Do. 

130 — 300 


N.A. N.A. N.A. 


N.A. 

N-A, 

N.A. 

Non- 

N.A. 

NAl 

Selec- 



tion 




VA 

a 

.u 


Transfer 
Head Clerk/ 

Superinten- 
dents working 
in similar 
or equiva- 
lent grade. 

N.A. 2 years 100% by pro- U.D.C./Ac- Class III N.A. 

motion on the countant, DPC. 
basis of seniority having 3 

subject to the years service 

rejection of in the grade, 

unfits. 

N.A. . . 100% by De- . . N.A. N.A. 

putation from 
Accountants/ 

U.D-C-’s draw- 
ing a basic pay 
ofRs. 176/- p.m. 
from Accoun- 
tant General’s 
office. 

NAl. 2 yean 100% by trans- Traisfer : N.A. N.A. 

fer from From U. D -C’ s. 

UJ3.Cs. 

N.A. Do. 100% bey pro- L-D.G/Steno- Class HI N.A. 

motion (a) 75% typist/ DPC. 

on the basis of Cashier/S tore- 

seniority sub- keeper etc. 

ject to rejection with 3 years 

of unfits, (i) service in 

3 5%by com- the grade, 

petitive exa- 
mination li- 
mited to L.D.C’s 
grade having 
put in 3 yean 
service at the 
N.DJUI. 
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Stenogra- G.C.S. 
pher. Class III 
(N Qn- 
Crazetted) 
(Ministerial) 


130 — 300 RA. Between 

l8 24 

years 


Matric or its equivalent, 
should possess a speed of 
100 and 40 w.pjn. in 
shorthand and typewrit- 
ing respectively. 


L-D.C.'s Do. 

(including 

Steno- 

typists, 

cashier/ Storekeeper.) 


iro — 1S0 RA. Between Matric or its equivalent. 

(a) for Steno iS — 21 Should possess a speed of 


typist years 

grade pay plus 
Rs. 20/- 
as special pay. 

(b) For cashier, 
grade pay phis 
special pay as 
admissible. 


30 w.pjn. in type writing. 
Physically handicapped 
persons are exempted 
from type writing. 

(a) For cashiers. A security 
ofRs. 5000 is attached to 
the post. 

(£>) Far Storekeeper. A 
security of Rs. 300/- is 
attached to the post. 

(c) Stenotypist should pos- 
sess a speed of at least 80 
w.p.m. in shor -hand 
and 40 w.p.m. in 
typewriting. 


Carpenter 

Class IV 
(Non- 
Gaze tied) 

85—2—95 
3 — no 

NA 

Between 
18 — 25 
years 

Adequate experience in 
carpentry 

Blacksmith 

Do, 

Do. 

NA 

Do. 

Adequate experience as a 
smithy. 

Machine 

Attendant 

Do. 

Do. 

NA 

Do. 

Two years experience in a 
recognised workshop. 

Very. 

Do. 

Do. 

NA- 

Do. 

(i) Middle school Standard 


Compounder Pass. 

(2) Two years experience 
in a veterinary Dispen- 
sary. 



Adequate experience in 
masonry .work. 


Mason 


Do. 


Do, 


MA- 


RA. 


N.A. 


NA. 2 years By direct re- 

cruinnem 


CA 


s 


RA. Do. Do. NA NA NA 


NA 6 months by direct re- 




cnritmeflt. 

NA 

Do. 

Do. 

N.A. 

Do. 

Do. 

NA 

Do. 

Do. 


NA 

NA 

NA 

NA. 

NA 

NA. 

N.A. 

N.A. 

NA. 

N.A. 

N.A. 

NA. 


RA. 


NA Do. 


Do. 


NA 


RA- 
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Rs. 

Jamadar Class IV Rs. 8s — 2 N.A Between Middle school Standard N.A j 6 months By promotion Jamadar Grade D.P.C. 

Grade I (Non Gaz 95 — 3 — 18 — 25 Pass. Adequate experi- failing which by II with 3 (Class^ IV). N-A 

(Estate etted) 110 years. ence in horticulture work direct recruit- , years service 

Dairy and supervising labourers. ment. in the grade' 

Husbandry) Experience in maintm. 

ance of buildings. 




w 


Record 

Keeper 

Do. 80 — 1 — 85 Selec- 
— 2 — 95 — tion 
EB— 3— 
no 

N-A 

N.A 

N.A 

Do. 

100% by pro- 
motion. 

Promotion 

From the grade 
of Daftries 
with 3 years 
service in 
the grade. 

Do. 

N.A. 

Fieldmen 

Do. 

Do. 

N.A. 

Between 
18 — 25 
years. 

Adequate experience in 
supervision of agricul- 
tural work, cattle feeding, 
collection of samples for 
experimental work. 

N-A 

Do. 

By direct re- 
cruitment. 

N.A. 

N.A. 

N.A 

Dresser 

Class IV 
(Non- 
Gazet- 
ted). 

Rs. 80 — 
x — 85 — 

2 — 95 — 
EB— 3 — 
no, 

N.A 

Bet- 
ween 
18 — 2< 
years. 

Adequate dressing experi- 
ence in a Dispensary 
i 

N-A 

Do. 

Do. 

N.A. 

N.A. C 

N-A 

Junior 
Gestet- 
ner Ope- 
rator. 

Do. 

Do. 

N-A 

Do. 

Adequate experience in 
operating the Gestetner 
Machine. Middle School 
Standard Pass. 

N.A. 

Do. 

By promotion 
failing which 
by direct reett. 

Daftries with 

3 years ser- 
vice in the 
grade. 

D.P.C 
(Class 
IV). 1 

N.A. 

Tims 

Keeper 

Do. 

Do. 

N.A 

{Do. 

Middle School Standard 
pass. 

N-A 

Do. 

By direct rec- 
ruitment. 

N.A. 

N.A. 

. N.A. 

Daftry 

Do. 

Do. 

Non- N.A 
Selec- 
tion. 

N-A 

NA 

Do. 

r : 100% by promo- 
tion. 

Promotion 
Peons with 3 
years service 
in the grade. 

Class 

IV 

(D.P. 

C) 

N-A. 





Mik 

Recorder 

Do. 

Rs. 75—1 
— 85 — 
EB-t-2 
— 95- 

N.A. 

Bet- 

ween 

18-25 

Tears. 

Middle School Starviard 
Pass. 

NA.] 

Do. 

By direct 
recruitment. 

NA. 

N.A. 

N.A. 

Milk 

Writer 

Do. 

Do. 

NA. 

Do. r . 

Do.J 

N.A. 

Do. 

Do. 

NA. 

NA. 

NA 

Calving 

mate 

Do. 

Do.. 

N.A.. 

Do. 

Adequate experience in the 
handling of calves. 

NA 

Do. 

Do. 

N.A. 

N.A. 

NA. 

Milkmen 

Do. 

Do. 

NA 

Do. 

Adequate experience in 

the Milking of mikh 

animals. 

NA 

Do. 

Do. 

N.A. 

N.A. 

NA 

Bull At- 
tendant 

Do. 

Do. 

N.A. 

Do. 

Adequate ’ experience in 
the handling of hulls 
for breeding work. 

NA. 

Do. 

Do. 

NA. 

NA. 

N.A. 

Engine 

Driver 

Do. 

Do. 

N.A. 

Do. 

Adequate experience in 
Engine driving in Dairy 
Farm. 

N.A. 

Do. 

Do. 

N.A. 

NA. 

N.A. 

Saddler 

Do. 

Do. 

NA. 

Do. 

Adequate experience in 
the smVlHng work. 

NA. 

Do. 

Do. 

N.A. 

N.A. 

NA. 

Boiler At- 
tendant 

Do. 

Rs- 75— 
— 1 — 80— 
EB— 1 
— 85/70 
— 1 — 80- 
EB_r— 
85. 

N.A. 

Do. 

Adequate experience in 
the working of a boiler. 

NA 

Do. 

Do. 

N.A. 

N.A. 

NA. 

Laboratory 

Atten- 

dant. 

Class IV 
(Non- 
Gazet- 
ted). 

Rs. 70 — 1 

EB— 1— 
85. 

N.A. 

Do. 

Middle School Standards 
Pass. 

N.A. 

Do. 

Do. 

NA. 

NA. 

N.A 

Buttcrman 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
handling butter. 

NA 

Do. 

i 

Do. 

• N.A. 

NA. 

N.A. 

Cheesecian 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
handling cheese. 

N.A. 

Do. 

Do. 

NA 

NA. 

NA. 
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I 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

Dairymen 

Class IV 
(Non-Gaze t- 
ted) 

Ra- 7o — NA. 

EB — i — 8 5- 

Between Adequate experience in 
IS — 25 Dairy work. 

years. 

NA 

6 months 

By dkect NA 

recruitment. 

NA 

NA 

Delivery-) 

men 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
distribution of diary 
products. 

NA. 

Do. 

Do. 

NA 

NA 

NA 

Syces 

Do. 

Do. 

NA 

Do. 

Adequate experience of 
handling hOTSCS. 

NA 

Do. 

Do. 

N.A. 

NA 

NA 

Malis 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
gardening and Estate 
Maintenance. 

NA 

Do. 

Do. 

NA 

NA 

NA 

Peons 

Do. 

Do. 

NA 

Do. 

Passed Middle School Stan- 
dard Pass. 

N.A. 

Do. 

Do. 

NA 

NA 

NA 

Calf boys 

Do. 

Do. 

NA. 

Do. 

Adequate experience in 
handling calves. 

NA 

Do. 

Do. 

NA 

NA 

NA 

Plough men 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
ploughing. 

NA 

Do. 

Do. 

NA 

NA 

N A 

Dry Stock 
Atten- 
dant 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
handling of dry Dairy 

animals. 

NA 

Do. 

Do. 

NA 

N.A. 

NA 

Man Maz- 
door 

Do. 

Do, 

NA 

Do. 

Adequate experience of 
general work of faim/Es- 
tate/cattle yard. 

NA 

Do. 

Do. 

NA 

NA 

NA. 

Herdsmen 

Do. 

Do. 

N.A. 

Do. 

Adequate experience of 
handling dairy animals. 

NA 

Do. 

Do. 

NA 

N.A. 

N.A. 

Cultivation 

Maz- 

doors 

Do. 

Do. 

NA 

Do. 

Adequate experience of 
agricultural operations. 

NA 

Do. 

Do. 

NA 

NA 

N.A. 

Bullock 

Atten- 

dant 

Do. 

Do. 

NA 

Do. 

Adequate experience in 
handling Bullock for farm 
work and haulage. 

NA 

Do. 

Do. 

NA 

NA 

NA 
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Irrigation 

Class IV 

/"fcJrvn- 

Rs. 70 — t 

N.A. 

Bet- 

doors 

U1I 

Gazetted) 

EB_i 

-85. 


18-25 

years 

Cattle 

Yard 

Cfcaner 

Do. 

Do. 

N.A. 

Do. 

Sweepers 

Do. 

Do. 

NA 

Do. 

Stores 

Atten- 

dants 

Do. 

Do. 

N.A. 

Do. 

Hammer- 

man 

Do. 

Do. 

NA. 

Do. 

Workshop 

Atten- 

dant 

Do. 

Do. 

NA. 

Do. 

Attendants 

(Plant/ 

Boiler 

and 

Com- 

pressor) 

Do. 

Do. 

NA. 

Do. 

Chowki- 

dars/ 

Head 

Chowki- 

dar 

Do. 

Do. 

NA. 

Da 

Women 

Maz- 

doorj 

Boy 

Maz- 

doors 

Do. 

Do. 

NA 

Do. 


Adequate experience of 
field irrigation work for 
farm crops. 

N.A. 

6 

month- 

Adequate experience of 
cleaning work in cattle 
yard. 

N.A. 

Do. 

Adequate experience of 
work in general clean- 
liness. 

N.A. 

Do. 

Adequate experience in 
the handling of stores. 

NA 

Do. 

Adequate experience in 
hammer work. 

NA 

Do. 

Adequate experience of 
working in a workshop. 

NA 

Do. 

Adequate experience of 
work in a dairy 
plant/compressor/Boiler. 

NA 

Do. 

Adequate experience of 
watch and ward. 

NA 

Do. 

Adequate experience of 
work in cattle yard 
or farm. 

NA 

Do. 


By direct rec- 
ruitment. 

N.A. 

NA 

N.A. 

Do. 

N.A. 

N.A. 

N.A 

Do. 

NA. 

NA. 

NA 

Do. 

NA 

N.A 

NA 

Do. 

NA. 

NA. 

NA. 

Do. 

N.A. 

NA. 

NA. 

Do. 

NA. 

N.A 

NA 

Do. 

N.A. 

NA. 

N.A. 

Do. 

NA 

NA. 

N.A. 


* 

H 

$ 
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I 

2 

3 

4 

5 

6 

7 

8 

9 

IO 

II 

12 

Station 

Maz-i 

door 

Atten- 

dants 

(Hostel) 

Class IV 
(Non- 
gazet- 
ted). 

Rs. 70 — 1 
— 60 — 
EB— 1— 
85. 

N.A. 

Bet- 

ween 

1 8 -25 
years. 

Station Madoor : — 
Adequate experience of 
receiving stores and hau- 
lage. 

Attendants (Hostel) 

Adequate experience of 
hostel maintenance. 

NA. 

6 

months. 

By direct rec- 
ruitment. 

NA. 

N.A.- 

N.A. 

Truck 

Atten- 

Do. 

Rs. 75— 
1-S5- 

EB 2 

N.A. 

Do. 

Middle School Standard 
Pass. 

NA. 

Do. 

Do. 

N.A. 

NA. 

N.A. 



95 - 










Tractor 

Atten- 

dant. 

Do. 

Do. 

NA. 

Do. 

Do. 

N.A. 

Do. 

Do. 

N.A. 

N.A. 

N.A. 

Ja madar 
Grade 

II. 

Do. 

Do. 

N.A. 

Do. 

Middle School Standard 
Pass. Experience in 
horticulture and super- 
vising labourers. Ex- 
perience in maintenance 
of building. 







Atten- 

dant 

• (Ferro). 

Do. 

Do. 

N.A. 

Do. 

Adequate Experience of 
preparing blue prints of 
Engineering drawings. 

NA. 

Do. 

Do. 

N.A. 

NA. 

N.A. 

Khans ama 

Do. 

Do. 

N_A. 

Do. 

Adequate experience in 

N.A. 

Do. 

Do. 

NA. 

NA. 

N.A. 


cooking. 


[No. 3-14/62-D D] 
N. RANGANATHAN, Under Secy. 
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MINISTRY OF IRRIGATION AND POWER 

New Delhi, Lhe 18 th July 1963 

G.S.R. 1301. — In exercise of the powers conferred by the proviso t-6 article 809 
of the Constitution, the President hereby makes the following rules regulating the 
method of recruitment to Class I and Class II posts in the office of the Chambal 
Control Board, namely 

1. Short title. — These rules may be called the Chambal Control Board (Class 
I and Class II Posts) Recruitment Rules, 1963, 

2. Application. — These rules shall apply to the posts specified in column 1 of 
the Schedule hereto annexed. 

3. Number, Classification, Scales of Pay, method of recruitment, age limit, quali- 
fications, etc. — The number of the said posts, the classification, the scales of pay 
attached thereto, the method of recruitment and other matters relating to the said 
posts, shall be as specified in columns 2 to 13 of the said Schedule. 

4. Disqualifications for appointment, — (1) No person who has more than one 
wife living or who, having a spouse living, marries in any case in which such 
marriage is void by reason of its taking place during the life-time of such spouse, 
shall be eligible for appointment to any of the said posts; and 

(2) No woman whose marriage Is void by reason of the husband having a wife 
living at the time of such marriage 'or who has married a person who has a wife 
living at the time of such marriage, shall be eligible for appointment to any of 
the said posts : 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering, exempt any person from the operation of this rule. 



THE GAZETTE OF INDIA: AUGUST 10 , 1963 /SRAVANA 19, 188 B [Part 



i. Secretary I G.C.S. 

(Superinten- Clan I 

ding Engineer). 


Rs. 1300 — 60—1600 N.A. N.A. 

— too— 1800, 


2. Assistant 
Secretary 
(Assistant 
Executive 
Engineer). 

3. Assistant 
Financial 
Adviser 


I Do. Rs. 400 — 400 — 450 N.A. N.A. N.A. 

— -30 — 600—35 — ^7° — 

EB — 35—950. 


i G.C.S. 
Class II 
Gazetted 
(Non- 
Minister ial) 


Rs. 590 — 30 — 830 — N.A. 

35—900. 
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SCHEDULE 


Whether ago 
and educa- 
tional quali- 
fications pre- 
scribed for the 
direct recruits 
will apply in 
the case of 
Promoted 


Period of Msthod of recruit- In case of recruit- If a D.P.C, Circumstances 
probation, ment whether by ment by promotion, exists, what in which 
if any direct recruitment transfer, grades from is its com- U.P.S.C, is to 
or by promotion or which promotion to position be consulted 
transfer and per- be made in making 

centage of the va- recruitment 

cancies to be filled 
by various methods 


89 xo 


11 


12 13 


N.A. 


N.A. 


N.A. By transfer on de- 
putation. 


N.A. Do. 


Transfer on Deputa- 
tion. 

Suitable officers 
from similar or 
equivalent grades 
of the Government 
of India or of 
State Govern- 
ments. (period of 
deputation 3 to 5 
years.) 

Do. 


N.A. As required 
under the rules. 


Do. Do. 


N.A. N.A. By deputation. Deputation. Do. 

From among suitable 
officers of Indian 
Audit and Ac- 
counts Depart- 
ment; Indian 
Railway Accounts 
or Indian Defence 
Accounts Depart- 
ments — not below 
the rank of Assis- 
tant Accounts / 

Audit Officers. 

(period of deputation 
3 to 5 years). 


Do. 


]No. 4/12/61— Adm III] 
B. C. GANGOPADHYAY, Dy Sec y 
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MINISTRY OF FINANCE 
(Department of Revenue) 

Customs 

New Delhi, the 9th August, 1063. 

G.S.R. 1302. — In exercise of the powers conferred by sub-section ( T) of 
Section 4 of the Customs Act, 1902, (. 52 of 1962), the Central Government hereby 
appoints the Collector of Customs, Calcutta, to be the Collector of Customs, and 
the Assistant Collectors of Customs, Calcutta, to be Assistant Collectors of Customs 
for the warehouses specified below : — 

(i) Private warehouse of Messrs Hindustan Motors Ltd.,. Uttarpura, Dfsf,, 
Hoogly. 

(ii) Private^ warehouse of Messrs Jeewanlal (1929). Ltd,, 95 Grand Trunk 

Road, Belur, P.O. Belurmath Dist., Howrah, West Bengal. 

(iii) Private warehouse of Messrs National Tobacco Co. of India Ltd., Agar- 

para PO. Kamarhatl, Dist. 24 Parganas, West Bengal. 

(iv) Private warehouse of Messrs Burmah Shell Oil Storage and Dist. Co., 

of India Ltd., Budge Budge (Tank). 

v v) Private warehouse of Messrs Esso Standard Eastern Incorporated, Budge 
Budge (Tank). 

[No. 192.] 


ORDER 

Stamps 

New Delhi, the. 10th August 1963 

G.S.R. 1303. — In exercise of the powers conferred by clause (a) of sub-section 
(1) of section 9 of the Indian Stamp Act, 1B99 (2 of 1899), the Central Govern- 
ment hereby remits the stamp duty chargeable under the said Act on receipts 
given by beggars for payments made to them out of their personal ledger accounts 
maintained by beggars homes in the State of Maharashtra. 

[No. 23/F. No. 1/3/61-Stamps-Cus.VIL] 

I M. G. VAIDYA, Under Secy. 


(Department of Revenue) 

Dangerous Drugs 
New Delhi, the 10th August 1963 

G.S.R. 1304. — In pursuance of sub-clause (ii) of clause (g) of section 2 of the 
Dangerous Drugs Act, 1930, (2 of 1930), and the Protocol signed at Paris on the 
19th November, 1948, supplementing tho earlier Geneva Conventions of 1925, 1931, 
and 1936, relating to drugs placed under international control, the Central Gov- 
ernment hereby declares the narcotic substances specified in the notification to be 
manufactured- drugs and makes the following further amendment to the notifica- 
tion of the Government of India in the Ministry of Finance (Department of Reve- 
nue) No. 4 — Dangerous Drugs dated the 4th December, 1956, namely: — 

In the said notification, for item No. (79), the following shall be substituted, 
namely:^ 1 ! 

Status of the drug 
under the Convention. 

Group I,” 

“(79) l-methyl-4-phenylpiperidlne-4-carboxylic acid 
(for purposes of narcotics control the designa- 
tion pethidine-intermedlate-C Is suggested by 
the W.H.O.) and its salts, preparations, admix- 
tures extracts and other substances contain- 
ing any of these drugs. 


[No. F.13/5/81-Oplum.] 
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(Department of Revenue) 

Customs 

New Delhi , the 10th August 1963 

G.SJl. 1305. — In exercise of the powers conferred by sub-section (1) of 
section 75 of the Customs Act, 1962 (52 of 1902), as in force in India, the Central 
Government hereby makes the following further amendment in the Notification 
of the Government of India, in the Ministry of Finance (Department of Revenue) 
No. G.S.R. 575 (55/F. No. 34/86/60-Cus. IV), dated the 28th May, I960, 

namely: — ! 

Amendment 


In the Schedule to the said notification, after the existing item at Serial 
No. 193 and entries relating thereto the following shall be added, namely;. — 

“194. Small Tools.” 


[No. 191/F. No. 64/8/03-DBK.j 


New Delhi, the 10th August 1963 

G.SJt. 1306. — In exercise of the powers conferred by section 25 of the Customs 
Act, 1962 ( 52 of 1962), the Central Government, being satisfied that it is necessary 
In the public interest so to do, hereby exempts the goods specified under Article 3 
of the Agreement between the Government of India and the Government of the 
United States of America, dated the 9th July, 1951, (reproduced in the Annexure 
and further extended) when imported into India, for purposes of relief and re- 
habilitation in terms of the said Agreement from the whole of the duty of customs 
leviable thereon subject to the condition that the goods so imported shall not be 
sold or otherwise disposed of in India 1 and where such goods arc non-consumable 
goods, they shall be given only to such institution as may be approved by the 
Government of India for use in that institution. 


Annexube 

INDIA V. S RELIEF SUPPLIES AGREEMENT, 1951 

Agreement between the Government of India and the Government of the 
United States of Amercia for Duty-Free entry and defrayment of in- 
land transportation charges of relief supplies and packages. 


In order to facilitate the flow of and to effect the efficient entry and distribu- 
tion of donated goods and supplies for relief and rehabilitation for which the 
Administrator for Economic Cooperation can pay ocean freight charges pursuant 
to Section 6 of the India Emergency Food Aid Act, of 1951, the Government of 
India and the Government of the United States of America agree as follows: 

Article 1 

The Government of India shall accord duty-free entry into India and the State 
and Local Governments shall levy no duty, tolls or taxes on supplies of goods and 
standard packs for relief and rehabilitation donated through United States Volun- 
tary non-profit relief agencies (including the American Red Cross) qualified under 
applicable Economic Cooperation Administration Regulations and consigned, 
through the Regional Director of Food of the Government of India at the port 
towns of Calcutta, Madras and Bombay or at designated airports, to voluntary 
relief and rehabilitation organisations, including branches of these agencies In 
India, which have been oh hereafter shall be approved by the Government of 
India”. 


Article 2 

Transporation charges (Including port, storage, handling, and similar chargee 
as well as the cost of transportation) at and from any roint of entry in India to 
and at the consignees designated point of delivery in India for goods and standard 
packs for relief and rehabilitation shall be defrayed by the Government of r ndia. 

Article 3 

For the purposes of the present agreement supplies of goods and standard 
packs for relief and rehabilitation shall be confined to “food grains and other food- 
stuffs Including milk powder, processed foodstuffs, and multi-purpose foods, drugs 



THE GAZETTE OF INDIA: AUGUST 10, 1963/SRAVANA 19, 1885 [Part II- 


and medicines, multi-vitamin tablets, hospital equipment and supplies, agricul- 
tural implements, and such other donated supplies and goods for purposes of 
relief and rehabilitation acceptable to the Government of India and the Govern- 
ment of the United States of America”. These supplies shall be considered as 
supplementary and outside all ration regulations. 

Article 4 

(a) The present agreement shall come Into force immediately. Subject to the 
provisions of sub-paragraph (b) of this paragraph and to such modifications as 
may be agreed upon by the competent authorities of the Government of India and 
the Government of the United States of America, it shall remain in force until 
June. 30, 1952. 

(b) The present agreement may be terminated by six months notice given ir 
writing by either party to the other at any time. 

IN WITNESS WHEREOF, the undersigned being duly authorised by their res- 
pective Governments, have signed the present agreement. 

DONE AT Washington, in duplicate, this ninth day of July, 1951. 

FOR THE GOVERNMENT OF INDIA: 

Sd./- Vijaya Lajcshmi Pandit. 

FOR THE GOVERNMENT OF THE UNITED STATES OF AMERICA: 

Sd./- Dean Acheson. 

Nora— The arrangement under the above Agreement has been further ex- 
tended by exchange of letters between the Government of India and 
the Government of United States of America. 

[No. 187.] 


Customs and Central Excise 

G.S.R. 1307. — In exercise of the powers conferred by sub-section (2) of 
section 76 of the Customs Act, 1962 (52 of 1962) and section 37 of the Central 
Excises and Salt Act. 1944 (1 of 1944), as in force in India, the Central Govern- 
ment hereby makes the following further amendment in the Customs and Central 
Excise Duties Export Drawback (General) Rules, 1960. 

Amendment 

These rules may be called the Customs and Central Excise Duties Export 
Drawback (General) Amendment Rules, 1903. 

In the Second Schedule to the Customs and Central Excise Duties Export 
Drawback (General) Rules, 1960 after the existing item at Serial No, 153 and 
entries relating thereto, the following shall be added, namely: — 

'‘154. Small Tools.” 

[No. 74/F. No. 64/8/63-DBK.] 
J. BANERJEE, Dy. Secy. 


(Department of Revenue) 

Central Excises 

New Delhi, the 10th August 1963 

G-8.R. 1308. — In exercise of the powers conferred by sub-rule (1) of rule 8 
of the Central Excise Rules, 1944, the Central Government herebv exempts 
Petroleum Waxes, falling under Item No. 11 A of the First Schedule to the Central 
Excises and Salt Act, 1944 (I of 1944) and specified in column (2) of the Table 
below from so much of the duty of excise leviable thereon as is in excess of 
the duty specified in the corresponding entry in column (3) of the said Table: 

Table 


Serial No. 

Description 

Duty per metric tonne 

(1) 

(2) 

(3) 

1 . 

Match Wax 

Rs 40.00 

2 

Micro Wax 

Rs. 75-00 

3. 

Other Waxes 

Rs. 47-00 


[No. 133/63,] 
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G.S.R. 1309. — In exercise of the powers conferred by sub-section (2) of 
section 3 of the Central Excises and Salt Act, 1944 (I of 1944), and in super- 
session of the Notification of the Government of India in the Ministry of Finance 
(Department of Revenue) No. 1 22/62-Central Excises, dated the 13th June, 1962, 
the Central Government hereby fixes the tariff value for liquid petroleum gas, 
falling under Item No. 11A of the First Schedule to the said Act, at Rs. 900-09 
per metric tonne. 


[No. 134/63.] 
N. B, SANJANA, Under Secy, 


(Department of Revenue) 

Central Excises 
New Delhi, the 10 th August 1963 

G.S.R. 1310. — In exercise of the powers conferred by sub-rule (1) of rulo 8 
of the Central Excise Rules, 1944, the Central Government hereby exempts, with 
effect from the 31st day of May, 1962, Wireless Receiving Sets, falling under 
Item No. 33A of the First Schedule to the Central Excises and Salt Act, 1944 
(1 of 19441, assembled at home as a hobby from ready made kits by individuals 
for their per-onal use or by training institutes for training purposes but not 
intended for sale, from the whole of the duty of excise leviable thereon. 

[No. 128/63.] 

G.S.R. 1311 — In exorcise of the powers conferred by sub-rule (1) of rule 8 
of the Central Excise Rules, 1944, the Central Government hereby exempts 
Electric motors, falling under Item No. 30 of the First Schedule to the Centra' 
Excises and Salt Act, 1944 (1 of 1944), and specified in column (1) of the Table 
below from so much of the duty of excise leviable thereon as is in excess of the 
duty specified in the corresponding entry in column (2) of the said Table: 


Table 


Description 

( 1 ) 


Duty per motor 
(2) 


Electric motors, which: 

(i) work with dry batteries, 

(ii) have an electric consumption of 

not more than 1 watt per 
hour, and 

(iii) are ordinarily meant for being 

fitted' as integral part of 

toys, 10 nP. 


[No. 129/63.] 


G.S.R. 13J2 . — in exercise of the powers conferred by sub-rule (1) of rule 8 of 
the Central Excise Rules, 1944, the Central Government hereby makes the follow- 
ing amendment to the notification of the Government of India in the Ministry 
of Finance (Department of Revenue) No, 202/62-Central Excises, dated the 24th 
November, 1962, namely: — 

In the said notification, after the words “the Central Government hereby 
exempts”, the words and figures “with effect, from the 24th April, 1962” shall be 
inserted. 


rNo. 130/63T 
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G.S.R. 1313. — In exercise of the powers conferred by section 37 of the Central 
Excises and Salt Act, 1944 (I of 1944), the Central Government hereby makes 
the following rules further to amend the Central Excise Rules, 1944, namely: — 

1. These rules may be called the Central Excise (Sixteenth Amendment) Rules, 

1983, I 

2. In Appendix to the Central Excise Rules, 1944 — 

(1) in the Table under the heading “List of Central Excise Forms”, for 
Central Excise Series No. 85 and the entries relating thereto, the 
following shall be substituted, namely: — 


Central 

Excise 

Series 

No. 

Description of 
form 

Rule 

No. 

Short 

title 

“85. 

Application for permission to 
avail of the Special Pro- 
cedure relating to 

Khandsari Sugar/Cotton 
Fabrics/Silk Fabrics pro- 
duced on powerlooms or 
warp knitting machines/ 
Vegetable Non-essential 

Oils produced with the 
aid of power/Cotton Yarn 
or Woollen Yarn/Electric 
Battery parts. 

92A, 96-1, 

96-0, 90-V 
and 96-Y. 

A.S.P.” 


(2) for title of Form A.S.P. (Central Excise Series No. 85), the following 
shall be substituted, namely:— 1 


“Application for permission to avail of the Special Procedure relating to 
Khandsari Sugar/Cotton Fabrics/Silk Fabrics produced on power- 
looms or warp knitting machines/ Vegetable Non-essential Oils pro- 
duced with the aid of power/Cotton Yarn or Woollen Yam/Electric 
Battery parts, 

(Rules 9 2 A, 96-T, 96-0, 96-V and 96-Y),” 


LNo. 131/63. J 

G.S.R. 1314. — In exercise of the powers conferred by rule 191-B of the Central 
Excise Rules, 1944, the Central Government hereby makes the following further 
amendment in the Ministry of Finance (Department of Revenue) Notification 
G.S.R, No. 548 (No. 53/59-Central Excises), dated the 9th May, 1959, namely: — 

In the Table annexed to the said Notification, in column 2 against serial 
No. 2A, after item 8, the following item shall be inserted, namely: — 

“(9) Woollen shawls.” 


fNo. 136/63.] 


CORRIGENDUM 
New Delhi, the 10th August 1963 

G.S.R. 1315. — In the notification of the Government of India in the Ministry 
of Finance (Department of Revenue) No. 8063, dated the 25th May, 1963, pub- 
lished in the Gazette of India, Part II, Section 3, sub-scction (i), dated the 1st 
June, 1963, at page 1033, in the sixth line for “4” read' “5” and in the tenth line 
j for "5" read “6”. 

[No. 132/63.] 
L. M. KAUL, Dy. Secy. 
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CENTRAL BOARD OF REVENUE 

Central Excises 

Neiu Delhi, the 10 th August 1963 

G.S.R. 1316. — In exercise of the powers conferred by sub-rule (1) of rule 
191 -A of the Central Excise Rules, 1944, the Central Board of Revenue hereby 
declares that the procedure laid down in that rule for export out of India of 
articles under claim for rebate of duty on the excisable contents thereof shall 
apply to woollen shawls. 

[No. 135/63.] 
L. M. KAUL, Secy. 


MINISTRY OF WORKS, HOUSING & REHABILITATION 
(Department of Rehabilitation) 

(Office of the Chief Settlement Commissioner) 

New Delhi, the 3rd August 1963 

G-S.R. 1317/R/Amdt-LXXIll. — In exercise of the powers conferred by sec- 
tion 40 of the Displaced Persons (Compensation and Rehabilitation) Act, 1954 
(44 of 1954), the Central Government hereby makes the following rules further 
to amend the Displaced Persons (Compensation and Rehabilitation) Rules, 1955, 
namely: — - 1 

1. These rules may be called the Displaced Persons (Compensation and Rehabi- 
litation) Sixth Amendment Rules, 1963. 

2. In the Displaced Persons (Compensation and Rehabilitation) Rules, 1955, — 

(1) to rule 22, the following Explanation shall be added, namely: — 
“Explanation. — No property 1 referred to in clause (a) or clause (b) shall 

be allottable, if it is in the occupation of two or more persons, 
whether any or all of them be displaced persons or not.”; 

(Amendment No. LXXIII, dated 3rd August 1963) 

(2) rules 30 and 31 shall be omitted; 

(Amendment No. LXXIII, dated 3rd August 1963) 

(3) to rule 36, the following Explanation shall be added, namely: — 

“ Explanation . — No such property shall be allottable, if it is in the occu- 
pation of two or more persons, whether any or all of them be 
displaced persons or not.” 

(Amendment No. LXXIII, dated 3rd August 1963) 

[No. F. 14(11) Comp & Prop/63.] 

1 1 N. P. DUBE, Jt. Secy. 

MINISTRY OF INFORMATION AND BROADCASTING 

New Delhi, the 31st July 1963 

G.S.R. 1318. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules to amend the 
Films Division (Recruitment to Class III and Class IV posts) Rules, 1959, publish- 
ed with the notification of the Government of India in the Ministry of Informa- 
tion and Broadcasting, No. G.S.R. 1090, dated the 21st September, 1959, namely:— 

1, These rules may be called the Films Division (Recruitment to Class III and 
Class IV posts) Third Amendment Rules, 1963. 

2. In the Films Division (Recruitment to Class III and Class IV posts) Rules, 
1959, in the Schedule, in column 12 against eash of the Serial Numbers 34, 35 and 
36, below the existing entries the following shall be added at the end, namely — 

■“Note— Incumbents of the posts of Personal Assistant in the scale of 
Rs. 210 — 10—290 — 15—325 — EB— 15— 425 in the Films Division may 
also he permitted, after they have successfully completed their period 
of probation, to take the Departmental Examination along with the 
Upper Division Clerks, subject to the conditions prescribed, and if 
successful therein transferred to this post in their turn according to 
the position obtained.” 

[No. 3/l/63-F(A): FDRR/26.] 
D, R. KHANNA, Under Secy. 
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New Delhi, the 5th August 1963 

G.S.B. 1319. — In exorcise ol the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the All India Radio (Class II Posts) Recruitment Rules, 1962, published 
with the Notification of the Government of India in the Ministry of Information 
and Broadcasting No. G.S.R. 347, dated the 6th March, 19G2, namely: — 

1. These rules may bo called the All India Radio (Class II Posts) Recruit- 

ment Second Amendment Rules, 1963. 

2. In the All India Radio (Class II Posts) Recruitment Rules, 1962 in the 

Schedule, after Serial No. 7 and the entries relating thereto, the 
following shall be inserted, namely: — 



ScREbiTfc 


SI. Name of 
No. .Post 


No. Cltsdfica- 
of tion' 


Scale of 

pay 


Whether 

Age limit 

Educatio- 

Whether 

Period 

Method 

Ir. case ofrcctf .5 If a 

Cucunr - 

selection 

for 

nal and 

age & edu- 

of 

of reett. 

by promotion - 

DPC 

taccc m 

ornoi-sel- 

direct rec- 

other 

cational 

Probat- 

■ whether 

transfer, grade; 

exists, 

w hi clt 

e ction post 

ruits 

qua’. : fi ca- 

qualifica- 

ion* if 

by direct 

from which pro 

- what 

U.P.SC. 



tions re- 

tions pres- 

any 

reett. or 

motion to be 

is its 

is to be 



quired 

cribed for 


bypro- 

made 

compo- consulted 



for 

the d rect 


motiorl or 


silion 

in makini 



d reel rec- 

recruits 


transfer 



reett* 



ruits 

will apply 


&percen 







in the Cast 


tage of tie 







of Promo- 


vacan cirs 







ecs 


to be fill- 









ed by va- 









rious me- 





thods 


i 2 3 


4 


5 


6 7 8 


9 


10 


li 


12 13 14 


8 Chief Orga- 
niser 5 Raiio 
Rural 
Forum. 


GC.S. Rs.350 — 25— Not appli- Not appli- Not appli- Not appli- 

Ciass II 500 — 30 — cable. cable. cable. cable. 

Gazetted 590 — EB — 

(Non-J 30 — 800. 

Minist- 

erial). 


Not TrfrtiCr/ Transft r/dtpv- Not Asrequir- 
appli- depute- tttior. So- app'i- ed under 
Cable. c al Educa'ion cable. th< rules. 

Organisers, 
belonging 10 
State Govern- 
ments, tv.'th 
5 years expe- 
rience in the 
field prefera- 
bly with 
same expe- 
rience of or- 
ganising Ra- 
dio Rural 
Forums in 
States. 


[No. 5(43i/62-B{Al] 
J.K. JAIN, Under Secy. 
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MINISTRY OF LABOUR AND EMPLOYMENT 

New Delhi, the 1st August 1963 

G.S.R. 1320. — In exercise of the powers conferred by section 20 of the Working 
Journalists (Conditions of Service) and Miscellaneous Provisions Act, 1955 (45 of 
1955), the Central Government hereby makes the following rules further to amend 
the Working Journalists (Conditions of Service) and Miscellaneous Provisions 
Rules, 1957; namely: — 

1. These rules may be called the Working Journalists (Conditions of Service) 
and Miscellaneous Provisions (Amendment) Rules, 1963. 

2, In the Working Journalists (Conditions of Service) and Miscellaneous Provi- 
sions Rules, 1957. 

(i) in rule 2, clause (e) shall be omitted; 

(ii) for rule 3, the following rule shall be substituted, namely: — 

“3. Payment of gratuity. — Gratuity shall be paid to a working journalist 
or, in the case of his death, his nominee or nominees or, if there is 
no nomination in force at the time of the death of the working 
journalist, his family, as soon as possible after it becomes due and 
in any case not later than three months."; 

(iii) for rule 4, the following rule shall be substituted, namely:— 

“4, Gratuity due to a deceased working journalist— to whom payable. — On 

death of a working journalist — 

(a) If a nomination made by him in accordance with rule 5 subsists, 

the gratuity shall be paid to his nominee or nominees in accord- 
ance with such nomination; and 

(b) if no nomination subsists or if that nomination relates only to a 

part of the gratuity, the amount of the gratuity or the part there- 
of to which the nomination does not relate, as the case may be, 
shall be paid to his family.”; 

(iv) in rule 5, 

(i) in sub-rule (1), the following sentence shall be inserted at the end, 

namely, — 

“Where the nominee is a minor, a working journalist shall appoint any 
person in Form ‘A A’ to receive the gratuity in the event of work- 
ing journalist's death during the minority of the nominee.”; 

(ii) Sub-rules (3) and (4) shall be omitted; and 

(iii) Sub-rules (5) and (6) shall be re-numbered as sub-rules (3) and (4) 

respectively thereof, and in sub-rule (3) as so re-numbered, the 
words, brackets and figure "or a fresh nomination made under sub- 
rule (4), as the case may be,” shall be omitted; 

(v) for rule 36, the following rule shall be substituted, namely: — 

“30. Application under section 17 of the Act. — An application under sec- 
tion 17 of the Act shall be made in Form ‘C’ to the Government of 
the State, where the Central Office or the Branch Office of the news- 
paper establishment in which the newspaper employee is employed, 
is situated ”; 

(vi) for rule 37, the following rule shall be substituted, namely: — 

“37. Maintenance of registers, records and muster-rolls. — Every newspaper 
establishment shall prepare and maintain the following registers, 
records and muster-rolls: — 

(i) A register of employees in Form *D’. 

(li) Service Registers in respect of all working journalists in Form *E\ 

(iii) Leave Registers in respect of all working journalists in Form ‘F\ 

(iv) A muster-roll in Form ‘G\ 

Provided that the leave register in Form ‘F’ and the muster-roll in Form 
‘G’ may not be maintained by the newspaper establishments to 
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which the Minimum Wages Act, 1948 and/or the Shops and Com- 
mercial Establishments Act of the State concerned apply and 
which are required under those Acts of the rules made there- 
under to maintain such or similar forms.”; 

(vii) after Form A, the following Form shall be inserted, namely: — ■ 

“Form ‘AA’ ” 

Form for payment of gratuity under section 5 of the Working Journalists (Condi- 
tions of Service) and Miscellaneous Provisions Act, 1955 in the case of minors 

[ See rule 5(1)] 

Whereas Shri/Kumari son/daughter of — — who 

has been nominated by me to receive the amount of gratuity standing to my credit, 
in the event of my death before that amount has become payable, or having 
become payable has not been paid, is a minor, I hereby appoint Shri/Kumari/Shri- 

mati son/daughter/wife of to receive the gratuity 

in the event of my death during the minority of Shri/Kumari . 

Date 

Signature of Working Journalist. 

Certified that the above declaration has been signed by employed 

in (the name of the newspaper establishment to be given) before 

me after he has read the entries/the entries have been read to him by me. 

Dated — Signature of a responsible 

officer of the newspaper establishment. 

Signature of witness (1) Designation 

Dated (2) Name and address of the newspaper 

establ ishment 


Signature of witness 

Dated 

(viii) after Form B, the following Forms shall be inserted, namely:— 

“Form *C'” 

( See rule 36) 

Application under sub-section (1) of section 17 of the Working Journalists ( Con- 
ditions of Service ) and Miscellaneous Provisions Act, 1955 


To 


The Secretary to the Government of- 
the State Government) 


-(here Insert the name of 


Department of 


which deals with labour matters) - 


-(here insert the name of the Department 
-(here insert the name of 


Sir, 


the place where the headquarters of the State Government are situated). 


son/widow/daughter 


I have to state that I Shri/Shrimati/Kumari- 
of ■ — — — — , a working journalist, was entitled to receive from 


(here insert the name and address of the 
Rs. on account of 


newspaper establishment) a sum of 
(here insert gratuity, wages. 


iia. — Ull auu'-'uuu f ty 

etc,, as the case may be), payable under the Working Journalists (Conditions of 
Service) and Miscellaneous Provisions Act, 1955 (45 of 1955). 

I further state that I was appointed by Shri by an instrument 

dated — - — • to receive the amount of the gratuity on behalf of Shri/ 

Kumari— — — — . 


I further state that I served the said newspaper establishment with a demand 
notice by registered post on- — —for the said amount which the said 
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newspaper establishment has neither paid nor offered to pay to me even though 
15 days have since lapsed. The details of the amount due are mentioned m the 
statement hereto annexed, 

I request that the said sum may kindly be recovered from the said newspaper 
establishment under section 17 of the said Act, and paid to me as early as possible. 

*[I have been duly authorised in writing by (here insert the 

name of the newspaper employee) to make this Application and to receive the 
payment of the aforesaid amount due to him,] 

* [I am a member of the family oi late- (insert the name of the 

■deceased newspaper employee), being his — ■ (here insert the rela- 

tionship) and am entitled to receive the payment of the aforesaid amount due to 
late (here insert the name of the deceased newspaper employee).] 

•To be struck out when the payment is claimed by the newspaper employee 
himself. 


Station- 
Date — 


Signature of the applicant 

— Address- — 

Annexurk 

(Here insert the details of the amount claimed.) 



¥orm 'V 

Register of Employees 
[See Rule 37(0] 

Name of establishment — — r ---~ «. .. . . . . — — — Hate- 


Date as 
on ist of 
every 
month 


Total Total number of worldagjoarnalists employed 

number — ■■ — ■ — - ■ — • - - — 

of cm- Category Number Number who are Number who are 
pbyets employed ia receipt of wa- not being paid in 

ges in accordance accordance with 
with Central Central Govt’s 

Govt’s Order ardor and reasons 

therefor 


Names of working journalists who have resigned, retired, etc. 


Name 

Designation 

Whether retired. 

Total amount 



resigned, etc. it 

paid as gratuity 



the date of re- 

and the date of 



tirement, resig- 

payment made 



nation, etc. 



i 


2 3 4 


5 


6 


7 


8 


9 


10 


H 

X 


M 


O 

> 


e-i 

H 

t=> 

O 


X 

a 


> 

a 

o 

c 

CO 


H 




(1) Name of working journalist 

(2) Native place ■ 

(3) Father’s name and ruideace 

(4) Dace of birth 


FORM ‘E’ 

Service Register 
[Sea Rule 37 (tVj] 

(5) Educational and other Qualifications 

(6) Date of first appointment and nature of job 

(7) Date of termination of employment, resignation, 

retirement or death 

(8) Reasons for termination 


(9) Personal marks of identification 

(10) Signature of the working journalist 

(ti) Signature with date and designation of the 


Name of post 
held 

Scale of 
pay of the 
post 

Whether 
(0 apprentice; 

(it) part-time; 

(m) permanent; 
(ic) probationer; 
(®) temporary. 

Emoluments drawn 

Period 

Signature 

Signature of the 
employer or any 
other officer of the 
establishment 

Reference to any 
recorded incre- 
ment, reward or 
appreciation of 
the working jour- 
nalist 

Pay 

other emo- 
luments 

From To 

— UI 

working 

journalist 

1 

2 

3 

4 

5 

6 7 

8 

9 

10 
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FORM ‘F’ 
Leave Register 


[ See Rule 37 (m) ] 

Name of Establishment P,’ace 

Name and designation of the working journalist Calendar year of sendee- 


Duty Earned leave 


From To Balance] Due Availed Balance 

of leave 

from pre- From To 

ceding 

year 

123 45 6 7 


Leave on medical certificate Other kinds of leave Remarks 


Due Availed Balance Category Due Availed Balance 

of leave 

From To From To 


8 9 10 11 12 13 14 15 16 17 
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fORM'G’ 

Alusler Roil 


[Set Rule 37 (id) ] 


Name of Establishmert- 


Nam: of the work- 
ing journalist Designation 


Time at which work Rest inter- Working hours 


Commenc- Ceased 
cd 


for the period 


1,2.3 — 3i 


Total h«urs work- Overtime hours Rest hours 
- ed in consecutive worked for the allowed in heu of 
period of 4 weeks period endirg the overtime 

1.2.3. 3 1 hours worked as 

in column 9 

1.2.3. 3i 


Remarks 


[No. F. 56,2,'62-LRI.] 
G.JAGAN NATHAN, Under Secy. 
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New Delhi, the 1st August 1963 

7 ex ^ rcis ?,°f ihe powers conferred by section 3, read with section 

* i ^ Mlnos provlde,| t Fund and Bonus Schemes Act, 1948 (46 of 19481, 
the Government hereby makes the following Scheme further to amend 

Goal Mines Provident Fund Scheme, published wiLh the notification of the 

iT?n e2 ri !ni , of Indla in the IaLe Ministry of Labour No. PF. 15(5)/48, dated the 
11th December, 1948, namely:— 

Tyi™i.V^c 2S i ® e ' 10me ma Y he called the Coal Mines Provident Fund (Seventh Amend- 
ment) Scheme, 1963. 


8. In the Coal Mines Provident Fund Scheme, hereinafter referred to as the 
said Scheme, after paragraph 63A, the following new paragraph shall be inserted, 
namely: — 

“65B — Advance from the Fund for the purchase of a dwelling house or a dwel- 
ling site or for construction of a dwelling house. — (1) The Commissioner or where 
so authorised by the Commissioner, any officer subordinate to him may, on a appli- 
cation from a member in such form and supported by such plans, estimates and 
other documents as the Commissioner may prescribe, sanction from the amount 
standing to tile credit of the member in the Fund, a non-recoverablo advance of 
an amount not exceeding his own contribution with interest thereon standing to 
his credit at. the end of the last completed currency period for which contributions 
have been posted in the individual ledger account of the member. The advance 
may be allowed for any one or more of the following purposes: — 

(a) Purchase of a site for construction of a dwelling house; 

(b) Purchase of a dwelling house; 

(c) Construction of a dwelling house on the site purchased out of an advance 

from the Fund; 

(d) Construction of a dwelling house on the site acquired near his previous 

building or elsewhere; 

(e) For converting a temporary or Kutcha house into a pueca house. 

(2) Not more than one advance shall be allowed for any one of the purposes 
mentioned in clauses (a) to (e) of sub-paragraph (1) and no advance for the pur- 
pose mentioned at clause (d) shall be allowed to a member who has been granted 
an advance for any purpose mentioned in clauses (b) and (c). A member who has 
been granted an advance under clauses (b), (c) and (d) of sub-paragraph (1) shall 
not be entitled to any advance for the purpose mentioned in clause (e). 

(3) A further non-recovcrable advance, not exceeding the member’s own con- 
tribution and interest thereon standing to his credit in the Fund at the end of the 
last completed currency period for which contributions have been posted in his 
individual ledger account, may be allowed by the Commissioner or an officer sub- 
ordinate to him, as the case may be, for the following purposes where he is satis- 
fied that the member generally requires the further advance for the said purposes: — 

(i) For making additions to an existing house purchased or constructed out 

of an advance from the Fund. 

(ii) For completing the construction of a dwelling house already commen- 

ced out of an advance from the Fund- 


14) No advance under sub-paragraph (1) shall be sanctioned unless a membei 
has completed seven years’ membership of the Fund and has a minimum accumu- 
lation of rupees five hundred as his own contribution -with interest thereon stand- 
ing to his credit in the Fund at the end of the last completed currency period for 
which contributions have been posted in his individual ledger account. 

(5) Where the advance is sanctioned for the purchase of a dwelling site, the 
amount of advance shall not exceed half of the member's own renev 
interest thereon standing to his credit at the end of the last : 

period for which contributions have been posted in his individual ledger account. 
The remaining half may be paid to the member at his request at the time of con- 
struction of a dwelling house on such dwelling site. 

Provided that the advance intended for construction of a dwelling house . whe- 
ther it be half the total advance or the whole amount of the advance shall be paid 
to the member in such number of instalments as the Commissioner oi an officer 
subordinate to him, as the case may be, thinks fit. 
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lhr^ffiler r f p f, yin0 esch such instalment the Commissioner or 

sueh eviXnrp rpt^-m ! him ’ as th £ e case ma V may demand from the member 
S nt ln ™/ ? d 8 progress of construction and such account of the amounts 

instalment vf , he , ) " lay C01 ? sl<:ier proper for his satisfaction and no such 

vfdenre nnH D Lr,f P , d the , ^ era £ er unless the said officer is satisfied with the 
cv clence and account produced by the member or otherwise obtained by him. 

(6) Where an advance is sanctioned for construction of a dwelling house the 
construction shall commence within six months of the withdrawal of the first instal- 
ment and shall be completed within six months of the withdrawal of the final 
instalment. In the case of purchase of a dwelling house or a dwelling site, the tuur- 
coasc shall be completed within six months of the withdrawal of the amount. 


(7) Provided that the time limits prescribed in this sub-paragraph may be ex- 
tended by the Commissioner or the Officer subordinate to him as the case may be, 
to such extent as that officer may consider proper, in cases where that officer is 
satisfied about the genuineness of the difficulties in adhering to the said time 
limits. 


(7-A) Where the advance applied for is for purchasing a dwelling site or a dwell- 
ing house the advance shall not be granted unless the dwelling site or as the case 
may be the dwelling house is free from encumbrances. No advance shall be 
granted for purchasing shares in a joint property or building a house on land 
owned jointly. 

(81 If the advance granted under this paragraph exceeds the amount actually 
spent for the purpose for which it was sanctioned, the excess amount shall be 
refunded by the member to the Fund within thirty days of the finalisat.on of the 
purchase or as the case may be, within thirty days of the completion of the con- 
struction of, or necessary additions or alterations to, a dwelling house. 

(9) If the Commissioner or any other officer subordinate to him authorised to 
sanction advance under this paragraph, is satisfied that the advance granted under 
this paragraph has been utilised for a purpose other than that for which it was 
grunted or that the conditions of advance have not been lulfllled or that there is a 
reasonable apprehension that they will not be fulfilled wholly or partly or that 
the excess amount, will not be refunded in terms of sub-paragraph (8) the Com- 
missioner or the officer subordinate to him, as the case may be, shall forthwith take 
steps to recover the amount due with interest at a rate not exceeding 6J per cent, 
per annum thereon from the wages of the member in such number of instalments 
as he may determine. For the purpose of such recovery the Commissioner or the 
officer subordinate to him, as the case may be, may direct the employer of the 
member concerned to deduct each such instalment from the wages of the member 
and on receipt of such direction the employer shall deduct accordingly. The 
amount so deducted shall be remitted by the employer to the Commissioner within 
such time and in such manner, as may be specified in this behalf by the Commis- 
sioner or the officer subordinate to him, as the case may be, for being credited to 
the member’s account in the Fund. The employer making any deduction as afore- 
■ said from the wages of a member, shall maintain and render such account thereof 
as the Commissioner may specify in this regard. 

(10) Where any advance granted under this paragraph has been misused, no 
further advance shall be granted to the member under this paragraph. 

(11) Any advance under this paragraph may at the discretion of the Commis- 
sioner or the officer subordinate to him sanctioning the payment be paid — 

(i) by postal money-order, or 

(ii) by crossed cheque sent through post, or 

(iii) by crossed cheque or cash at any office of the Fund or the concerned 

' colliery or at such other places as may bo approved by the Chairman 
of the Board from time to time under clause (iii) of sub-paragraph 
(5) of paragraph 66 of the said Scheme, or 

(iv) by deposit in the payee’s postal savings bank account, if any. 

Provided that where payment is made by any means other than postal money- 
order or deposit in payee’s postal ravines bank account, the Commissioner or the 
officer subordinate to him sanctioning the payment may obtain such evidence of 
the identity of the payee as he considers proper. 

Provided further that the cost of remitting any amount under this paragraph 
to a member, shall he met from th? Reserve Account Forfeiture o" the Fund. 

[No, 2(286)/62-PFI/L] 
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G.S.R. 1322. — In exercise of the powers conferred by section 3, read with section 
7 of the Coal Mines Provident Fund and Bonus Schemes Act, 1948, (46 of 19481, 
the Central Government hereby makes the following Scheme further to amend the 
Andhra Pradesh Coal Mines Provident Fund Scheme, published with the notifica- 
tion of the Government of India in the Ministry of Labour No. S.R.O. 657, dated 
the 12th March, 1958, namely: — 

1. This Scheme may be called the Andhra Pradesh Coal Mines Provident Fund 
(Seventh Amendment) Scheme, 1963, 

2. In the Andhra Pradesh Coal Mines Provident Fund Scheme, hereinafter 
referred to as the said Scheme after paragraph 43A, the following paragraph shall 
be inserted, namely: — 

“43-B. Advance from the Fund for the purchase of a dwelling house or a de wel- 
ling site or for construction of a dwelling house.— (1) The Commissioner or where 
so authorised by the Commissioner, any officer subordinate to him may, on an 
application from a member in such form and supported by such plans, estimates 
and other documents as the Commissioner may prescribe, sanction from the 
amount standing to the credit of the member in the Fund a non-recoverable 
advance of an amount not exceeding his own contribution with interest thereon 
standing to his credit at the end of the last completed currency period for which 
contributions have been posted in the individual ledger account of the member. 
The advance may be allowed for any one or more of the following purposes: — 

(a) Purchase of a site for construction of a dwelling house; 

(b) Purchase of a dwelling house; 

(c) Construction of a dwelling house on the site purchased out of an 

advance from the fund; 

(d) Construction of a dwelling house on the site acquired near his previous 

building or elsewhere; 

(e) For converting a temporary or Kutcha house into a pucca house, 

(2) Not more than one advance shall be allowed for any one of the purposes 
mentioned In clauses (a) to (e) of sub-paragraph (1) and no advance for the pur- 
pose mentioned at clause (d) shall be allowed to a member who has been granted 
an advance for any purpose mentioned in clauses (b) and (c), A member who 
has been granted an advance under clauses (b) (c) ar.d (d) of sub-paragraph 
(1) shall not be entitled to any advance for the purpose mentioned in clause (e). 

(31 A further non-recoverable advance, not exceeding the member’s own 
contribution and interest thereon standing to his credit in the Fund at the end of 
the last completed currency period for which contributions have been posted in 
his Individual ledger account, may be allowed by the Commissioner or an officer 
subordinate to him, as the case may be, for the following purposes where he is 
satisfied that the member generally requires the further advance for the said pur- 
poses. 


(il For making additions to an existing house purchased or constructed out 
of an advance from the Fund. 

(ii) For completing the construction of a dwelling house already commenced 
out of an advance from the Fund. 

(4) No advance under sub-paragraph (1) shall be sanctioned unless a mem- 
ber has completed seven years 1 membership of the Fund and has a minimum 
accumulation of rupees five hundred as his own contribution with Interest there- 
on standing to his credit in the Fund at the end of the last completed currency 
period for which contributions have been posted in his individual ledger account. 

(3) Where the advance is sanctioned for the purchase of a dwelling site, the 
amount of advance shall not exceed half of the member’s own total contribution 
with interest thereon standing to his credit at the end of the last completed 
currency period for which contributions have been posted in his individual ledger 
account. The remaining half may be paid to the member at his request at the 
time of construction of a dwelling house on such dwelling site. 

Provided that the advance intended for construction of a dwelling house, 
whether it be half the total advance or the whole amount of the advance shall 
be paid to the member in such number of instalments as the Commissioner or an 
officer subordinate to him, as the case may be, things fit. 
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Provided further that before paying each such instalment the Commissioner 
or the officer subordinate to him, as the case may be may demand from the 
member such evidence regarding progress of construction and such account of 
the amounts spent on construction as he may consider proper for his satisfaction 
and no such instalment shall be paid to the member unless the said officer is satis- 
fied with the evidence and account produced by the member or otherwise obtained 
by him. 

16) Where an advance is sanctioned for construction of a dwelling house, the 
construction shall commence within six months of the withdrawal of the first in- 
stalment and shall be completed within six months of the withdrawn! of the final 
instalment. In the case of purchase of a dwelling house or a dwelling site the 
purchase shall be completed within six months of the withdrawal of the amount; 

Provided that the time limits prescribed in this sub-paragraph may be extend- 
ed by the Commissioner or the officer subordinate to him, as the case may be, to 
such extent as that officer may consider proper, in eases where that officer is 
satisfied about the genuineness of the difficulties in adhering to the said time 
limits. 

(7) Where the advance applied for is for purchasing a dwelling site or a 
dwelling house the advance shall not be granted unless the dwelling site or as 
the case may be the dwelling house is free from encumbrances, No advance shall 
be granted for purchasing shares in a joint property or building a house on land 
owned jointly, 

(8) If the advance granted under this paragraph exceeds the amount actually 
spent for the purpose for which it was sanctioned, the excess amount shall be re- 
funded by the member to the Fund within thirty days of the finalisation of the 
purchase or as the case may he within thirty days of the completion of the con- 
struction of, or necessary additions or alterations to, a dwelling house. 

(9) If the Commissioner or any other officer subordinate to him authorised to 
sanction advances under this paragraph, is satisfied that the advance granted 
under this paragraph has been utilised for a purpose other than that for which 
it was granted or that tho conditions of advance had not been fulfilled or that 
there is a reasonable apprehension that they will not be fulfilled wholly or partly 
nr that the excess amount will not be refunded in terms of sub-paragraph (8), the 
Commissioner or the officer subordinate to him, as the case may be, shall forth- 
with take steps to recover the amount due with interest at a rate not exceeding 
6 1/4 per cent, per annum thereon from the wages of the member in such num- 
ber of instalments 1 as he may determine. For the purpose of such recovery the 
Commissioner or the officer subordinate to him, as the case may be, may direct 
the employer of the member concerned to deduct each such instalment from the 
wages of the member and on receipt of such direction the employer shall deduct 
accordingly. The amount so deducted .shall be remitted by the employer to the 
Commissioner within such time and in such manner, as may he specified in his 
behalf by the Commissioner or the officer subordinate to him as the case may be 
for being credited to the member’s account in the Fund. The employer making 
any deduction as aforesaid from the wages of a member, shall maintain and render 
such account thereof as the Commissioner may specify in this regard, 

( 101 WTiere any advance granted under this paragraph has been 'misused no 
further advance shall be granted to the member under this paragraph. 

(11) Any advance under this paragraph may at the discretion of the Com- 
missioner or the officer subordinate to him sanctioning the payment be paid— 

(i) by postal money-order, or 
(ii) by crossed cheque sent through' post, or 

iiii) by crossed cheque or cash at any office of the Fund or the concerned 
" colliery office or at such other places as may be approved by ihe 
Chairman of the Board from time to time under clause (iii) of sub- 
paragraph (5) of paragraph 44 of the said Scheme, or 

(iv) by deposit in the payee’s postal savings bank account, if any: 

Provided that where payment is made by any means other than postal money- 
order or deposit in payee’s' postal savings bonk account, the Commissioner or the 
officer subordinate to "him sanctioning the payment may obtain such evidence of 
the identity of the payee as he considers proper: 

Provided further that the cost of remitting any amount under this paragraph 
to a member shall be met from the Reserve Account — Forfeiture of the Fund.” 

[No. "(9nc)G2-rF, i/n.i 
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G.S.R. 1323. — In exercise of the powers conferred by section 3, read with 
section 7 of the Coal Mines Provident Fund and Bonus Schemes Act, 1948, (46 of 
1948), the Central Government hereby makes the following Scheme further to 
amend the Rajasthan Coal Mines Provident Fund Scheme, published with the 
notification of the Government of India in the Ministry of Labour and Employ- 
ment No, S.O. 32, dated the 11th February, 1958, namely: — 

1. This Scheme may be called the Rajasthan Coal Mines Provident Fund 
(Sixth Amendment) Scheme, 1963. 

2. In the Rajasthan Coal Mines Provident Fund Scheme, hereinafter referred 
to as the sai*. Scheme after paragraph 42 A, the following paragraph shall be in- 
serted, namely: — 

“42-B. Advance from the Fund for the purchase of a dwelling house or a 
divelling site or for construction of a dwelling house. — (1) The Commissioner or 
where so authorised by the Commissioner, any officer subordinate to him may, on 
an application from a member in such form and supported by such plans, esti- 
mates and other documents as the Commissioner may prescribe, sanction from the 
amount standing to the credit of the member in the Fund a non-recoverable 
advance of an amount not exceeding his own contribution with interest thereon 
standing to his credit at the end of the last completed currency period for which 
contributions have been posted in the individual ledger account of the member. 
Tho advance may be allowed for any one or more of the following purposes: — 

(a) Purchase of a site for construction of a dwelling house; 

(b) Purchase of a dwelling house; 

(c) Construction of a dwelling house on the site purchased out of an 

advance from the Fund; 

(d) Construction of a dwelling house on the site acquired near his previous 

building or elsewhere; 

(e) For converting a temporary or Kutcha house into a pucca house. 

(2) Not more than one advance shall be allowed for any one of the purpose* 
mentioned in clauses (a) to (e) of sub-paragraph (1) and no advance for the 
purpose mentioned at clause (d) shall be allowed to a member who has been 
granted an advance for any purpose mentioned in clauses (b) and (e). A mem- 
ber who has been granted an advance under clauses (b), (c) and (d) of sub-para 
graph (1) shall not be entitled to any advance for the purpose mentioned In 
clause (e). 

(3) A further non-recoverable advance, not exceeding the member’s own con- 
tribution and interest thereon standing to his credit m the Fund at the end 
of the last completed currency period for which contributions have been posted 
in his individual ledger account, may be allowed by the Commissioner or an officer 
subordinate to him, as the case may be, for the following purposes where he is 
satisfied that the member generally requires the further advance for the said 
purposes: — 

(i) For making additions to an existing house purchased or constructed 
out of an advance from the Fund. 

(ii) For completing the construction of a dwelling house already commenced 
out of an advance from the Fund. 

(4) No advance under sub-paragraph (1) shall be sanctioned unless a member 
has completed seven years’ membership of the Fund and has a minimum accumula- 
tion of rupees five hundred as his own contribution with interest thereon stand- 
ing to his credit in the Fund at the end of the last completed currency period for 
which contributions have been posted in his individual ledger account. 

(5) Where the advance is sanctioned for the purchase of a dwelling site, the 
amount of advance shall not exceed half of the member's own total contribution 
with interest thereon standing to his credit at the end of the last completed 
currency period for which contributions have been posted in his individual 
ledger account. The remaining half may be paid to the member at his request 
at the time of construction of a dwelling house on such dwelling site: 

Provided that the advance intended for construction of a dwelling house, 
whether it be half the total advance or the whole amount of the advance shall be 
paid to the member in such number of instalments at the Commissioner or an 
officer subordinate to him as the case may be, thinks fit: 
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Provided further that before paying each such instalment the Commissioner or 
the officer subordinate to him, as the case may be, may demand from the member 
such evidence regarding progress of construction and such account of the amounts 
spent on construction as he may consider proper for his satisfaction and no such 
instalment shall be paid to the member unless the said officer is satisfied with the 
evidence and account produced by the member or otherwise obtained by him, 

(0) Where an advance is sanctioned for construction of a dwelling house, the 
construction shall commence within six months of the withdrawal of the first 
instalment and shall be completed within six months of the withdrawal of the 
final instalment. In the case of purchase of a dwelling house or a dwelling site 
the purchase shall be completed within six months of the withdrawal of the 
amount: 

Provided that the time limits prescribed in this sub-paragraph may be extend- 
ed by the Commissioner or the officer subordinate to him as the case may be, to 
such extent as that officer may consider proper, in cases where that officer is 
satisfied about the genuineness of the difficulties in adhering to the said time 
limits. 

(7) Where the advance applied for is for purchasing a dwelling site or a dwel- 
ling house the advance shall not be granted unless the dwelling site or as the 
case may be the dwelling house is free from encumbrances. No advance Shall be 
granted for purchasing shares in a joint property or building a house on land 
owned jointly. 

(8) If the advance granted under this paragraph exceeds the amount actually 
spent for the purpose for which it was sanctioned, the excess amount Bhall be 
refunded by the member to the Fund within thirty days of the finalisation of the 
purchase or as( the case may be within thirty days of the completion of the con- 
struction of, or necessary additions or alterations to, a dwelling house. 

(9) If the Commissioner or any other officer subordinate to him authorised to 
sanction advances under this paragraph, is satisfied that the advance granted 
under this paragraph has been utilised for a purpose other than that for which it 
was granted or that the conditions of advance had not been fulfilled or that there 
is a reasonable apprehensive that they will not be fulfilled wholly or partly or 
that the excess amount will not be refunded in terms of sub-paragraph (8), the 
Commissioner or the officer subordinate to him as the case may be, shall forth- 
with take steps to recover the amount due with interest at a rate not exceeding 
0 1 /4 per cent, per annum thereon from the wages of the member in such number 
of instalments as he may determine. For the purpose of such recovery the Com- 
missioner or the officer subordinate to him, as the case may be, may direct the 
employer of the member concerned to deduct each such instalment from the 
wages of the member and on receipt of such direction the employer shall 
deduct accordingly. The amount so deducted shall be remitted by the employer 
to the Commissioner within such time and in such manner, as may be specified 
in this behalf by the Commissioner or the officer subordinate to him as the case 
may be for being credited to the member’s account in the Fund. The employer 
making any deduction as aforesaid from the wages of a member shall maintain 
and render such uccount thereof rs che Commissioner may specify in this regard. 

(10) Where any advance granted under this paragraph has been misused no 
further advance shall be granted to the member under this paragraph. 

(11) Any Advance under this paragraph may at the discretion of the Com- 
missioner or the officer subordinate to him sanctioning the payment be paid — 

(i) by postal money-order, or 

(ii) by crossed cheque sent through post, or 

(iii) by crossed cheque or cash at any office of the Fund or the concerned 

colliery office or at such other places as may be approved by the 
Chairman of the Board from time to time linger clause (iii) of sub- 
paragraph (5) of paragraph 43 of the said Scheme, or 

(iv) by deposit in the payee’s postal savings bank account, if any: 

Provided that where payment is made by any means other than postal money- 
order or deposit in payee’s postal savings bank account the Commissioner ot the 
officer subordinate to him sanctioning the payment may obtain such evidence of 
the identity of the payee as he considers proper: 

Provided further that the cost of remitting any amount under this paragraph 
to a member shall he met from the Reserve Account — Forfeiture of the Fund.” 

[No. 2(286) 62-PF. I/III.I 
SHAH AZIZ AHMAD, Dy. Secy. 
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New Delhi, the 2nd August 1903 

G.S.R. 1324.- — In exercise of the powers conferred by sub-section (1), and 
clause (f) of sub-section (2) of section 30 of the Minimum Wages Act, 1948 
(11 of 1948), the Central Government hereby makes the following amendments 
to the Minimum Wages (Central) Rules, 1950, the same having been previously 
published as required by sub-section (1) of the said section, namely: — 

1. These rules may be called the Minimum Wages (Central) (Third Amend- 
ment) Rules, 1963. 

2. In the Explanation under sub-rule (1) of rule 23 of the Minimum Wages 
(Central) Rules, 1950, (i) the word ‘and* at the end of clause (a) shall be omit- 
ted; (ii) in clause (b), after the words and figures "the Industrial Disputes Act, 
1947", the following word and clause shall be inserted, namely:- — 

"and 

(c) any leave or holiday, with or without pay, granted by the employer 
to an employee in the period Of six days immediately preceding the 
rest day.’’ I 

[No. LWI(1)3(13)/B2.] 
K. K. UPPAL, Under Secy. 


MINISTRY OF TRANSPORT & COMMUNICATIONS 
(Department of Transport) 

(Transport Wing) 

New Delhi, the 31st July 1963 

G.S.R. 1325. — In exercise of the powers conferred by the proviso to article 309 of 
the Constitution, the President hereby makes the following rules to amend the 
Training Ships '‘DUFFERIN’’, “BHADRA”. “MEKHALA" and "NAU LAKSHI" 
(Recruitment to Class I and Class II posts) Rules, 1959 published with the notifica- 
tion of the Government of India in the Ministry of Transport and Communications 
(Department of Transport— Transport Wing) No. G.S.R. 99. dated the 15th January, 
1959, namely: — 

1. Short title . — These rules may be called the Training Ships “DUFFERIN**, 
"BHADRA", "MEKHALA” and “NAU LAKSHI’ (Recruitment to Class I and Class 
II posts) Amendment Rules, 1963. 

2. In tbe Schedule to the Training Ships "DUFFERIN”. "BHADRA”, "MEKHALA” 
and “NAU LAKSHI” (Recruitment to Class I and Class II posts) Rules, 1959, 
against item 6, — 

(I) for the entry in column 5. the following entry shall be substituted, 
namely: — 

"Upto 35 years”. 

(ii) in Column 6, in the entries occurring under the heading “ESSENTIAL”, — 

(a) paragraph (ii) shall be omitted; and 

(b) paragraph (HI) shall be renumbered as paragraph (ii), and in para- 

graph (ii) as so renumbered, for the the words "Secondary School” 
the words “Higher Secondary /High, School” shall be substituted, 

[No. 22-MS(5) /55-MT.] 


New Delhi, the 5th August 1963 

G.SJR. 1326, — In exercise of the powers conferred by the proviso to article 
309 of the Constitution, the President hereby makes the following rules to amend 
the Shipping, Seamen’s Employment and Welfare Offices (Recruitment to Class I 
and II Posts) Rules, 1961 published with the notification of the Government of 
India in the Ministry of Transport and Communications (Department of Trans- 
port-Transport. Wing) No. G.S.R. 1284, dated 11th October, 1961, namely: — 

}■ — These rules may be called the Shipping, Seamen’s Employment 

” e ^ are Offices (Recruitment to Class I and II Posts) Amendment Rules, 
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2. Amendment of the rules.— In the Shipping, Seamen’s Employment and Wel- 
fare Offices (Recruitment to Class I and II Posts) Rules, 1981,— 

(1) for rule 4, the following rule shall be substituted, namely: — ■ 

“4. Method of recruitment , age-limit and other qualifications.—' The 
method of recruitment, age-limit, qualifications lor recruitment and 
other matters connected therewith, shall be as specified in columns 
5 to 13 of the said schedule: i 

Provided that the upper age-limit specified In column 6 of the Schedule 
for direct recruitment may be relaxed, — 

(a) in the case of Government servants, and 

(b) in the case of Scheduled Castes, Scheduled Tribes, displaced per- 

sons and other special categories of persons in accordance with 
the general orders of the Central Government issued from time 
to time; 

(2) in rule 5, for the words “these posts” wherever they occur, the words 

“any of the said posts” shall be substituted; 

(3) after rule 5, the following rule shall be Inserted, namely: — 

“6. Interpretation.— If any question arises relating to the interpretation 
of these rules, it shall be referred to the Central Government whose 
decision thereon shall be final.”; 

(4) in the Schedule, — 

(i) for item 1 and the entries in columns 1 and 2 relating thereto, the 
following item and entries shall be substituted, namely: — 


2 


"1. (a) Shipping Master. (a) 2 

(b) Director, Seamen’s Employment Offices. (b) 2 

(The above posts are inter-changeable).” 

(ii) for item 2 and the entries in columns 1 and 2 relating thereto, the 
following Item and entries shall be substituted, namely: — 

”2. (a) Deputy Shipping Master. (a) 2 

(b) Deputy Director, Seamen’s Employment (b) 2 


Offices. ' 

(The above posts are inter-changeable) 

(iii) for item 3 and the entries in columns 1 and 2 relating thereto, the 
following item and entries shall be substituted, namely: — 

“3. (a) Assistant Shipping Master. (a) 5 

(b) Assistant Director, Seamen’s Employment (b) 6 

Offices. i 

(The above posts are inter-changeable).” 

(Iv) In column 8, the words and brackets “(relaxabie for Government 
servants) ” wherever they occur, shall be omitted. 

[No, 9-M.A.(14)/S4.J 
D. S. NIM, Dy. Secy, 


(Department of Transport) 

(Transport Wing) 

Ports 

Neto Delhi, the 5th August 1963 

GS.R 1327.— In exercise of the powers conferred by sub-section (1) of sec- 
tion 6 of the Indian Ports Act, 1908 (15 of 1908) the Central Government hereby 
makes the following rules further to amend the Port of Kandla (Petroleum) 
Rules, 1955, published with the notification of the Government of India in the 
Ministry of Transport (Transport Wing) No, S.R.O. 702, dated the 22nd March, 
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1955, the same having been previously published in the notification of the Govern- 
ment of India in the Ministry of Transport and Communications, Department of 
Transport (Transport Wing) No, G.S.R. 94, dated the 16th January 1962, as required 
by sub-section (2) of the said section, namely: — 

1. These rules may be called the Port of Kandla (Petroleum) (1st Amend- 
ment) Rules, 1963. 

2. In Part II of the Port of Kandla (Petroleum) Rules, 1955 (hereinafter 
referred as the said rules): — 

(1) in rule 19, for the expression “100 yards”, the expression "91-44 meters” 

shall be substituted; 

(2) In rule 20, for the expression “100 feet”, the expression “30 48 meters” 

shall be substituted. 

3. In Part V of the said rules, in rule 12, for the expression “100 feet”, wherever 
it occurs, the expression “30 48 meters" shall be substituted. 


[No. F. 2-PG (43 1 /GO.] 
HARBANS SINGH, Under Secy, 


(Office of the Development Commissioner, Kandla) 


Ports 

Kandla, the 10th August 1963 

G.S.R. 1328. — In exercise of the powers conferred by section 9 of the Bombay 
Landing and Wharfage Fees Act, 1882 (Bombay Act VII of 1882) as applied to 
the Port of Kandla under the Government of India, Ministry ol' Transport, 
Notification No, 14-P (89 J/49-I dated the 29th June, 1950, the Development Com- 
missioner, Kandla (who is the Chief Customs Authority), hereby makes, with 
the previous sanction of the Central Government, the following further amend- 
ment in the Kandla Port Bye-laws, 1955 published with the Development Com- 
missioner’s Notification No. S.R.O. 1125, dated the 14th May, 1955, namely: — 


In the said Bye-laws for Bye-law 47, the following Bye-law shall be substi- 
tuted, namely: — 

“47. Penalty . — The penalty prescribed in section 117 of the Customs Act, 
1962 (52 of 1962), shall be leviable in respect of contravention of any 
of the foregoing Bye-laws.” 


[No. 59-CAR (4) /63.] 

N. C. PATEL, 
Development Commissioner, 


(Department of Communications and Civil Aviation) 

(P. & T. Board) 

New Delhi, the 25th July 1963 

G.S.R. 1329. — In exercise of the powers conferred by section 10 of the Indiar 
Wireless Telegraphy Act, 1933 (17 of 1933), the Central Government hereby makes 
the following rules further to amend the Indian Wireless Telegraphy (Possession) 
Rules, 1933 namely: — 

1. These rules may be called the Indian Wireless Telegraphy (Possession) 
Amendment Rules, 1963. 

2 In the Indian Wireless Telegraphy (Possession) Rules, 1933, 

(i) for rule 13, the following rule shall be substituted, namely, 

"13 (i). Every dealer shall maintain a register, (i) in form IV in respect o 
complete wireless sets coming into his possession during the coursi 
of his being a dealer, (il) in form V in respect of complete wlreles 
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sets, received for repairs, (lii) In form VI In respect of complete wire- 
less sets given for demonstration at the residences of the prospective 
customers In accordance with the provisions of Demonstration licences 
issued to him under the Indian Telegraph Act, 18S5, and shall cause 
to be entered therein the relevant particulars whenever any complete 
act comes Into his possession or is sold or otherwise transferred or 
delivered by him, 

2. The register in form IV and documents mentioned in columns 7 and 1? 
thereof shall oe preserved for a period of 5 years after all |he sets, the particulars 
of which are entered in it, are sold. 

3, The registers m forms V and VI shall be preserved for a period of onq year 
after the date of last entry In relevant registers. 

(11) for sub-rule (4) of rule 14 the following sub-rule shall be substituted, 
namely: — 

“(4) On demand from such Inspector, every dealer shall produce the registers 
required under rule 13 of these Rules and all the documents pertaining 
thereto, including the invoices and the cash memos relating to the 
sale of the wireless telegraphy apparatuses, and shall permit the Ispec- 
tor to take extracts therefrom.” 

(ill) after Form III, the forms appended hereto shall be Inserted. 



Form IV 

Stock Register for Wireless Sets. 


SI. Make 

No. 

Model and 
Type 

Chassis No. Name and address of the 
person from whom re- 
ceived (In case manufac- 
tured or assembled by the 
dealer himself write ‘self 
made’ 

Date of receipt Invoice /Bilh'Challan No. 
or manufacture (Incase of purchase of - 
second hand sets, indicate 
the licence held by the 
seller 

Value 

Wholesale 
cash price 

Retail prke 

1 2 

3 

4 5 

6 7 

8 

q 


Name and address of the Date of sale or Voucher/Cash 
personto whom sold or transfer receipt No. 
otherwise transferred 


Particulars of the licence issued 
the purchaser 

Licence No. Date of issue 


i n the name of Serial No. at which the 
counterfoil of the licence 
is kept in the file 


Post Office of 
issue 


10 


ii 


12 


13 14 


15 


l6 


Remarks 


17 


Note: 

1. At the end of each month following abstracts should be given: 

(a) Total No. of sets received from other sources : — 

(i) Total No. of sets self-manufactured: — 

(c) Total No. of sets sold/disposed; out of self-manufactured sets: — 

(d) Total No. of sets sold out of the stock received from other sources — 

(e) Balance in stock of (a), (b), (c) and (d) to be shown separately. 

2. At the end of each financial year, balance should be brought forward by entries inappropriate columns. 


% 
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vr VI ike Mode and Chassis Name and address of Date of Name and address ©f Date of Particulars of the licence held by Remarks 
Type No. the perso n from whom receipt the person to whom the owner of the set* 

received set delivered after 

repairs return af- Licence Date of Post Office 

ter repairs No. issue of issue 


’Incases where the owners are notable to produce the licences held by thttn, a monthly statement of such ca^cs should be sent to the respective Heads j 
of Postal Circles, with particulars of sets repaired and names and addresses of such perso ns. ; 

Form VI 

Register for complete Wireless Sets given to the prospective purchasers for demonstration j 


SI. Make Model and Chassis Name and address of Date on Particulars of the Demonstrationliccnce Date on whicli received Rcmtrks 

No. Type No. thepersonto whom which given sentalong with the set.** back 

give n for demo nstra- 

tion Licence No. Date of Post Office j 

issue of issue i 


* 'Hereunder, enter the particulars of the respective Demonstration lice nee issued under the Indian Telegraph Act, 1885. 

[No. I-7I/6I-BRL] 
H.N. Agatwal, Director (wrreless) 
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(Departments of Communications & Civil Aviation) 

(P, & T. Board) 

New Delhi, the 30 th July 1963 

G.S.R. 1330. — In exercise of the powers conferred by the proviso to article 309 
jf the Constitution, the President hereby makes the folio win £ rules further to 
amend the Wireless Operators (Recruitment) Rules, 1957, namely : — 

1. These rules may be called the Wireless Operators (Recruitment) Amendment 
Rules, 1963. 

2 In the Wireless Operators (Recruitment) Rules, 1967 — 

(1) In rule 9(111), for the brackets and words “(with Physics or Mathematics 

as one of the main subjects)”, the brackets and words “(with Physics 
and Mathematics as subjects)” shall be substituted; 

(2) for Note 1 of Appendix 2, the following Note shall be substituted, 

namely — 

“The details of marks, obtained in the Intermediate or equivalent exami- 
nations or in the first years’ course of the three years’ degree course 
are necessary, as only such candidates will be entertained for selec- 
tion, as have obtained not less than 40 per cent in Mathematics and 
Physics”. 

[No. 95-13/ 63-NCG.] 

A. BHATTACHARJEE, 
Asstt. Director GeneraT (STN). 


(Departments of Communications & Civil Aviation) 

(P. & T. Board) 

New Delhi, the 31 st July 1963 

G.S.R. 1331. — In exercise of the powers conferred by section 10 of the Indian 
Post Office Act, 1898 (6 of 1898), the Central Government hereby makes the 
following rules further to amend the Indian Post Office Rules, 1933, namely: — 

1. (1) These rules may be called the Indian Post Office (Sixth Amendment) 
Rules, 1963. 

(2) They shall come Into force on the 1st September, 1963. 

2. In rule 5 of the Indian Post Office Rules, 1933, under the heading “Insured 
Boxes”, — 

(i) in the entries in the second column, for the words “twenty-six naye 

paise”, in both the places they occur, the words “twenty-five naye 
paise” shall be substituted; 

(ii) in the proviso below the entries, for the words "one rupee and twenty- 

eight naye paise”, the words "one rupee and twenty-five naye paise” 
shall be substituted. 


[No. 1-13/03-R.] 
D. R. NARANG, 

Assistant Director-General (Rates). 


(Deptts. of Commns, and Civil Aviation) 

New Delhi, the 31st July 1963 

G.S.R. 1332- — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules regulating 
the method of recruitment to the Central Civil Service Class I posts in the Overseas 
Communications Service under the Ministry of Transport and Communications 
(Departments of Communications and Civil Aviation), namely: — 

1. Short title . — These rules may be called the Overseas Communications Service 
Class I posts) Recruitment Rules, 1983. 
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2. Application. — These rules shall apply for recruitment to the posts specified 
In column 1 of the Schedule to these rules. 

3. Number, Classification and scale of pay. — The number of posts, their classifi- 
cation ana the scales of pay attached thereto shall be as specified in columns 2 
to 4 of the said Schedule. 

4. Method of recruitment, age-limit and other Qualifications. — The method of 
recruitment, age-limit, qualifications and other matters connected therewith shall 
be us specified in columns 5 to 13 of the Schedule aforesaid. 

Provided that the upper age-limit prescribed in column G of the said Schedule 
shall be reiaxable in the case of Scheduled Castes/Tribes, displaced persons and 
other special categories in accordance with the orders Issued by the Government 
of India from time to time. 

5. Disqualification. — (f) No male candidate, who has more than one wife living 
or who naving a spouse living, marries in any case in which such marriage is 
void by reason of its taking place during the life-time of such spouse, shall be 
eligible for appointment to the service, and 

(ii) no female candidate, whose marriage is void by reason of the husband 
having a wife living at the time of such marriage or who has married a person 
who has a wife living at the time of such marriage, shall be eligible for appoinment 
to the service; 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering, exempt any candidate from the operation of this rule. 

SCHE 


Name of' post 

Number Classification 

Scale of 

Whether 

Age limit 

Educational 

of 

pay 

selection 

for 

and 


posts 

post or 

direct re- 

other 


as on 


non- 

el uits 

qualification $ 


1-1-63 


selection 


required 




post 


for 






direct recruits 


2 


3 4 5 6 


7 


Rs. 


I. Director General 

i Central 
Civil 
Service 
Cluss I. 

2000 fixed 

Selection 

Not appli- 
cable. 

Not appli- 
cable. 

2 . Chief Engineer 

i Do. 

1300 — 60 — 
1600 — 100 
— r8oo. 

Do.’ 

Do. 

Do.«l 

3 . Deputy Director 
General(Traffic). 

i Do. 

1300 — 60— 
1600 — 100 
— 1800. 

Do. - 

Do,| 

Do. 



Ste, J(l)] THE GA . ' : OF 


HA : AU( r : , . 10, . ySRAVAN A 10, 


i<>03 


DtJLE 


Whether 
age and 
educational 
qualifications 
prescribed 
for the direct 
recruits will 
apply in 
case of 
promotees 


Period i Method of 

of recruit- 

prObation, ment : 
if any Whether 

by direct 
recruitment 
or by 
promotion 
Or 

transfer 
and per- 
centage 
of the 
vacancies 
to be 
filled by 
various 
methods 


In case of recruitment by 
promotion, transfer, grades 
from which promotion 
to be made 


If a Depart- 
mental 
Prmo- 
tion Com- 
m ittce 
exists what 
is its 
composi- 
tion 


Circumstanc- 
es in which 

Union Public 
Service Com- 
mission is 
to be 

consulted in 
making re- 
cruitment 


8 9 io It 


12 13 


Not applicable. 


Do 


Do. 


By promo- Promotion Class I As required 

tion. i . Chief Engineer. Deparimen- under the 

2. Deputy Director General tal Promo- rules. 
(Traffic; (with 3 years tion Corn- 
service in the giude). mittee. 


Do, Promotion 

Director and Director (Ad- Do, Do. 

ministration) (Risen f r om- 
Engineering side)., (with 
3 years service in 
the grade). 


Do. Promotion Do. Do. 

Director and Director (Ad- 
ministration) preference 
to be given to officers who 
have risen from traffic 
side) (with 3 years service 
in the grade). 
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I 2 

3 

4 

J 

6 7 

4. Direeor/Direc'or 4 

(Administration), 

Central 
Civil 
Service 
Class I 

1100 — 50 — 
1400. 

Selcc ion 

Not appli. N ot appli- 
cable cable. 

5. Engineer-in- K 

C'turge. 

Do. 

700—40 — 
1100 — 50/2 
—1250. 

Do. 

Do. Do. 

<5. Senior Traffic 1 

Manager. 

Do. 

700 — 40 — 

T 1 00 50/2 

—1250. 

Do. 

Do. Do. 

7. Deputy Kngi- lr 

neer-in-Charge. 

Do. 

400 — 400 — 
450 — 30 — 

600 — 35— 
670— EB- — 
35—950. 

Do. 

Age limits and quali- 
fications as for the 
competitive examina- 
tion for the Combined 
Engineering (Electro- 
nics) Service Exami- 
nation held by the 
Union Public Service 
Commission. 
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8 9 

IO 

II 

I z 

13 

Not appl'cibie 

By promo- 
tion. 

Promotion 

(i) Enginecr-in-Cliai ge. 

(it) Deputy Dinctov 
(Traffic). 

(in) Senior Tiaffic Mur a- 
ger. (with 3 years service 
in these grades). 

Class I 
Departmen- 
tal Promo - 
t on Com- 
mittee. 

As required 
under the 
rules- 

Do, 

Do. 

Promotion Do. 

Deputy Engincer-in-Charge 
(with u minimum of ^ 
yeurs service in the grade). 

(The minimum seivice 
of 3 years in the case of 
officers directly reciuited 
in the grade will be re- 
ckoned from the date of 
completion of their train- 
ing'. 

Do. 

Do. 2 years 

Do. 

Protnot ion 

Traffic Manager (with a 
minimum of 3 yeurs ser- 
vice in the grade). 

Do. 

Do. 

Do. Do. 

Promotion 

75% 

Direct re- 
ciuilment 
25% 

Promotion 

Assistant Engineer (with 
a minimum of 3 years 
service in the grade). 

Do. 

Do. 


[No. 1-OC(0)/S1 (i)J 
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Q.S.R. 1333. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules regulating the 
method of recruitment to the General Central Service Class II posts in the Overseas 
Communications Service under the Ministry of Transport and Communications 
(Departments of Communications and Civil Aviation, namely:- — 


1. Short title. — These Rules may be called the Overseas Communications Service 
(Class II posts) Recruitment Rules, 1983. 


2. Application. — These rules shall apply for recruitment to the posts specified 
in column 1 of the Schedule to these rules. 

3. Number, Classification and scale of Pay. — The number of posts, their classifi- 
cation and the scales of pay attached thereto shall be as specified in columns 2 to 4 
of the said Schedule. 

4. Method of recruitment, age-limit and other qualifications.-— The method of 
recruitment, age-limit, qualifications and other matters connected therewith shall 
be as specified in columns 5 to 13 of the Schedule aforesaid: 

Provided that the upper age-limit prescribed In column 6 of the said Schedule 
shall be relaxable in the case of Scheduled Castes/Tribes, displaced persons and 
other special categories in accordance with the orders Issued by the Government 
of India from time to time. 

5. Disqualification. — (i) No male candidates, who has more than one wife living 
or who having a spouse living, marries in any case in which such marriage is 
void by reason of Its taking place during the life-time of such spouse, shall be 
eligible for appointment to the service, and 

(ii) no female candidate, whose marriage is void by reason of the husband 
having a wife living at the time of such marriage or who has married a person 
who has a wife living at the time of such marriage, shall be eligible for appoint- 
ment to the service; 

Provided that, the Central Government may, if satisfied that there are special 
grounds for so ordering, exempt any candidate from the operation of this rule. 

This Ministry's notification No. G.S.R. 501, dated the 10th June, 1958 is hereby 
cancelled 

Sche 


No. Classifi- 

Scale of 

Whether 

Age 

Educational and other 

of cation 

pay 

selection 

limit 

qualifications required 

posts. 


post or 

for 

for direct recruits 

as on 


non- 

direct 


1-1-63 


selection 

recruits 




post 




i z 


456 


7 


Rs. 

1, Traffic Ma- 4 Gcncrul, 740 — 30 — Selection Not appli- Not applicate, 

nager. Central 830 — 35 — cable. 

Service. 900. 

Class II 
Gazetted. 
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DULE 


Whether 
ag: el’ll 
educit'oni 1 
qutliflcations 

prescribed 
for the direct 
recruits will 
apply in 
the ease of 
promoters 


Period Method of 
of recruitment whe- 
pro- ther by direct 
baiion, recruitment or 
ifany by promotion 
or transfer & 
percentage of 
the vacances 
to be filled by 
various 
methods 


In case of recruitment 
by pomotion, trans- 
fer, grades from which 
promotion to be made 


If a Depart- Circumstan- 
mental Pro- ccs in which 
morion Com- UFSC is to 
mittce exists be consulted 
what is " r in making 
its com- recruitment 
position 


id 


Not applicable 


Promotion 


Promotion'. 

Supervisor (with a mi- 
nimum of 3 years’ 
service in the grade). 


Class II As required 
Dcpartmen- under : the 
tal Promo- rules, 
tion Com- 
mittee. 
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I 


2, Assistant 
Kng Deer, 


2 3 

4 5 

6 7 

83 General, 

Rs. 

35c— Of — Selection 

Age limits and qualifica- 

Central 

500 — -TO 

tions a9 for the competitive 

Service 

590— EB— 

examination for the Combined 

Class II 

30 — 3 00 — EB — - 

Engineering (Electronics) Serviaes 

Gazetted. 

30—830— 

Examination held by the Union 


35—900. 

Public Service Commission. 


3 . Chief Me- i Do. 
chanician. 


Do. 


Do, Notappli- Not applicable, 
cable. 


4. Supervisee 


14 Do. Rs. 530 — 30— Do. 

710 


Do. 


Do. 


5. Accounts 
Officer. 


6. Traffic Ac- 
counts Offi- 
cer. 


1 General 590 — 30 — 

Central 830 — 33 — 

Service. 900. 

Class II 
Gazetted. 


t Do. Do. 


Not appll- 45 years & 
cable. below (Re- 
iaxable for 
Govt, ser- 
vants). 


Selection Do, 


Essential : 

(t) Associate Member- 
ship of the Institute 
of Chartered Ac- 

countants of India Or 
G.D.A./R.A. or 
any equivalent quali- 
fication. 

(it) About 3 years’ 
.experience in a res- 
ponsible capacity in a 
Govt./Semi-Govt, 
Organisation or Com- 
mercial concern of 
standing dealing with 
accounts and audit 
work. 

Qualifications relaxable 
at Commission’s dis- 
cretion in case of 
candidates otherwise 
well qualified 
Desirable : 

(t) Degree in Arts, 
Science or Commerce 
of a recognised Uni- 
versity, 

(it) Knowledge of Govt, 
rules and regulations 
budgeting, financial 
rules and accounts 
code. 

Essential'. 

(i) Associate Member- 
ship of the Institute 
of Chartered Ac- 
countants of India or 
Associate Member- 
ship of the Indian 
Institute of Costs and 
Works Accountants Or 
an equivalent qualifi- 
cation. 
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12 


13 


No. 2 years Promotion Promotion'. Class II A* required 

50% (i) Technical Assistant Departmen- under the 

Direct Recruit- ( with a minimum of 3 ta] Promo- rules. 

merit : 50%. years' service in the tion Ccm- 

grade). mittee. 

(it) (a) Assistant Power 
House Superintendent, 

(5) Senior Foreman Me- 
chanic (with n mini- 
mum of 3 years' service 
in the grades and pos- 
sessing the qualifica- 
tions prescribed for 
direct recruits). 


Not applicable Do By promotion Promotion: 

Senior Foreman Me- 
chanic (with a mini- 
mum of 3 yeats’ ser- 
vice in the grade), 

Do, Do, Do, Promotion : 

Assistant Supervisor 
(with a minimum of 3 
years’ service in the 
grade). 

Not applicable 2 yens. By deputation Deputation: 

failing which Qualified officer from any 
by)direct recru- of the organised Ac- 
itment, counts Services (S.A.S. 

of the Audit Depart- 
ment, Military Accou- 
nts Department, etc.). 


Do. Do. 


D°. Do, 


Not applicale As required 
under the 
rules. 


No. Do. Promotion fail- 

ing which by 
deputation 
and failing 
both by direct 
recruitment. 


Promotion: Class II Do. 

Statistician (with at least Depatt- 

3 years’ service in the mental 

grade). Promotion 

Committee. 

Deputation: 

A qualified Accountant 
from any organised Ac- 
counts Services (SAS 
of the Audit Depart- 
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I 2 


3 4 5 


6 


7 


7. Statistician 


(sOJAbout 5 years, 
experience in u res- 
ponsible capacity in a 
Govt. /Semi-Govt. 
Organisation or Com- 
mercial concern of 
standing dealing with 
Accounts etc. work. 

(Preference will be 
given to candidates 
with a degree in 
Statistics/ Commer ce) . 


General 
Central 
Service. 
Class II 
(Non- 
Gazetted) 


325— i j— Selection 33 years & Essential: 

475 — Ea — below (Re-3 (t) G.D.A. or a degree 

— 20 — 57J. laxable for},* in Statistics, Com- 

Govu, ser-j merce, or Cost Ac- 
vants). countancy or an 

equivalent qualiflca- 
I tion. 

(ii) About a years* ex- 
perience in a res- 
ponsible capacity in 
Govt./Semi-Govt, or- 
ganization or com- 
mercial concern of 
standing. 



GA 


or 


Ui) 


10, /STL . . . 
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( Departments of Coniunicatlons and Civil Aviation) 

New Delhi, the 3rd August 1963 

G.S.R, 1334. — In exercise of the powers conferred by rule 160 of the Indian 
Aircraft Rules, 1937, the Central Government hereby makes the following amend- 
ment in the Notification of the Government of India in the Ministry of Transport 
and Communications (Departments of Communications and Civil Aviation) 
No. G.S.R, 1239, dated 3th September, 1962, namely: — 

In the said notification, for Appendix 'A', the following shall be substituted, 
namely:— 


“Appendix ‘A’ 

Criteria for conversion of existing aircrew licences to new licences. 

1. Incur of Private Pilot's Licence in exchange for Pilot’s ‘A’ Licence. — -The 
applicant shall submit the following documents and certificates:- - 

(a) His current Pilot’s ‘A’ Licence; 

(b) A medical fitness certificate as required in accordance with Section C, 

Schedule II of Indian Aircraft Rules; 

(c) Result sheets showing that the applicant has passed a supplementary 

oral examination in the following subjects: 

Supplementary Examination No. 1 

(i) Air Navigation 

(ii) Aviation Meteorology 

(iii) Aircraft & Engine (for arlcraft Rating) 

(iv) Seamanship (if applicable). 

The syllabus and standard of the examination will be In accordance 
with Section C of Schedule II of Indian Aircraft Rules. 

(d) A certificate of experience as required in para 1 (d) of Section C of 

Schedule II of Indian Aircraft Rules without recency requirements 
along with the applicant’s log book duly certified. 

(e) A treasury receipt for Rs. 5/- towards fees; 

(f) Three copies of recent unmounted photograph size 3x4 ems. of appli- 

cant’s head (uncovered) and shoulders In front view. The photo- 
graphs should be signed on the reverse. 

Note 1. — Applicant who has passed any examination equivalent to or higher 
khan the one specified above may be exempted In one or all the papers as applicable. 

Note 2. — Applicant with more than 25 hours of cross-country flying experience 
as Pilot-in-Command (distance 30 nautical miles) may be exempted from exami- 
nations in Air Navigation and Aviation Meteorology. 

Note 3. — Applicant who has more than 5 hours of ’solo’ or Pilot-in-Command 
experience on types of aircraft endorsed on his licence will be exempted from 
examination in Aircraft and Engine in respect of that type. 

Note 4.— At the time of conversion. Aircraft Rating will be issued only in 
respect of those aeroplane: endorsed on his Pilot's ‘A’ licence and which he has 
flown as Pilot-in-Command. 

Note 5. — All other requirements as applicable for issue of night rating and 
instrument rating will be in accordance with paras, 4(b) and (c) of Section C of 
Schedule II of Indian Aircraft Rules. 

Note 6 .— Applicants holding Aircraft Maintenance Engineer’s Licences under 
the Indian Aircraft Rules in Category A and C covering such types of aircraft as 
are endorsed on Pilot’s ’A’ Licences current on the 7th September, 1962 will be 
exempted from passing Supplementary Examination No. 1 in the Aircraft and 
Engine, 

2. Issue of Commercial Pilot’s Licence In exchange for the Indian ‘B’ Licence. — 

The applicant shall submit the following documents and certificates: — 

(a) His current pilot’s ‘B’ Licence; 
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(b) His current certificate of competency as specified in para 1(e) of Section 

D, Schedule II of Indian Aircraft Hules. 

Note. — Production of certificate of competency shall not be mandatory in case 
the applicant is not called upon to use Radio Telpphone and requests for Aircraft 
Rating only on such alreratt which would not come within the purview of Rule 6-3 
of the Indian Aircraft Rules. 

(c) A certificate of experience showing that his total dying experience is 

not less than that stated In para 1(d) of Section D of Schedule II 
Indian Aircraft Rules without recency requirements along with appli- 
cant’s log book duly certified. 

(di A treasury receipt for Rs. 10/- towards the fees; 

(e) Three copies of recent unmounted photograph size 3x4 cms. of appli- 
cant’s head (uncovered) and shoulders in front view. The photo- 
graphs should be signed on the reverse. 

Note 1. Aircraft Rating will be issued subject to the limit as stated in para 6 
of Section D of Schedule 11 of Indian Aircraft Rules for types which are endorsed 
on his ‘B’ licence and which have been flown by him as Pilot-in-Command or as 
a co-pilot. 

(2) A1J other requirements as applicable for issue of various ratings will be 
in accordance with para 4 of Section D of Schedule II ol Indian Aircraft Rules. 

3. Issue of Senior Commercial Pilot's Licence in exchange for the Indian Com- 
mercial Pilot’s ‘B Licence. — The applicant shall submit the following documents 
and certificates: — 

(a) His curi ent Commercial Pilot’s ‘B’ Licence; 

(b) His current certificate of competency as specified in para 1(e) of Sec- 

tion E of Schedule II of Indian Aircraft Rules; 

(c) His Second Class Navigator’s licence 

OR 

Result sheets showing his having passed in all subjects for the issue 
of such a licence 

OR 

Result sheet showing his having passed in tha supplementary oral 
examination in; — 


(I) Radio Radar Aids 
(ii) Meteorology — 

Provided that supplementary examination In Meteorology will 
not be required in the case of candidates who have passed an 
examination in this subject for purposes of second class navi- 
gator’s licence. 


(^.Flight Operations including Celestial Navigation, Navigation in 
high altitudes, Grid Navigation, Pressure pattern flying Flight 
Navigation. 1 6 


(d) A certificate of experience as required in para 1(d) of Section E of 

Schedule II of Indian Aircraft Rules without recency requirements 
along with the applicant’s log book duly certified, 

(e) A treasury receipt for Rs. 10/- towards fees; 

(f) Three copies of recent unmounted photograph size 3y4 cms of appli- 

cant s head (uncovered) and shoulders in front view. The photo- 
graphs should be signed on the reverse. 


Note 1.— Aircraft Rating will only be 
In para 9 of Section E of Schedule II of 
are endorsed on his ‘B’ licence and which 
Command or as a co-pilot, 


issued subject to the limits as stated 
Indian Aircraft Rules for types which 
have been flown by him as a Filot-in- 


(2) All other requirements as applicable for issue of various ratings will b« 
in accordance with para 4 of Section E of Schedule II of Indian Aircraft Rules. 
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4 . Issue of Airlines Transport Pilot's Licence in exchange for the Indian Pilot’s 
'B’ Licence. — The applicant shall submit the following documents and certificates: — 


(a) His current Pilot’s ‘B’ Licence; 

(b) His current certificate of competency as specified in para 1(c) of Section 

F of Schedule II of Indian Aircraft Rules; 

(c) His current Instrument Rating Certificate; 

(d) His First Class Navigator's licence. 

OR 

Result sheet showing his having passed In all subjects for the Issue of 
First Class Navigator’s licence; 

OR 

Second Class Navigator’s licence or result sheet showing his having 
passed in all subjects for the issue of Second Class Navigator’s licence 
and 

Result sheet showing his having passed In the supplementary exami- 
nation in: 

(i) Meteorology; and 

(il) Flight Operations including Celestial Navigation, Navigation In 
high altitudes. Grid Navigation, Pressure pattern (flying! and 
Flight Navigation; 

Or in lieu of (I) and (ii) above — 

Statement showing 2200 hours cross-country flights on routes 
exceeding 50 nautical miles; This may be made up of time as 
Pilot-in-Command and time as 2nd Pilot, but time as 2nd Pilot 
only counts at half rate 

OR 

Result sheet showing his having passed in the supplementary 
examination In: — 

(a) Radio Radar Aids 

(b) Meteorology 

(c) Flight operations including Celestial Navigation, Naviga- 
tion in high altitudes, Grid Navigation Pressure pattern 
flying, Flight Navigation; 

OR 

Result sheet showing his having passed the subjects (a) and 
(b) In Second Class Navigator’s Examination and (c) in First 
Class or Flight Navigator’s examination. 

OR 

A statement showing that he has done 4400 hours of cross- 
country flight on routes exceeding 50 nautical miles in length. 
50 per cent of 4400 hours may be made up of time as second 
pilot, but time as second pilot will only count at half rate. He 
must also have his pilot’s ‘B’ licence endorsed for a type of 
aircraft having gross weight in excess of 5700 kgs. 

(e) A certificate of experience as required in para 1(d) of Section F of 

Schedule II of Indian Aircraft Rules without recency requirements 
along with the applicant’s log book duly certified. 

(f) A treasury receipt for Rs. 10/- towards fees; 

(g) Three copies of recent unmounted photograph size 3x4 ms. of appli- 

cant’s head (uncovered) and shoulders In front view. The photo- 
graphs should be signed on the reverse. 

Note 1. — Aircraft Rating will only be issued subject to the limits as stated In 
Para 6 of Section F of Schedule II of Indian Aircraft Rules for types which are 
endorsed on his ‘B’ licence and which have been flown by him as Pllot-In-Command 
or as a co-pilot. 

(2) All other requirements for issue of various ratings will be in accordance 
with para 4 of Section F of Schedule II of Indian Aircraft Rules, 
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5. Issue of Instrument Rating In exchange for the Instrument Rating Certifi- 
cate.— The applicant shall submit the following documents and certificates; — 

(a) His Current Instrument Rating Certificate; 

(b) A treasury receipt Ipr Rs. 5/- towards fees. 

6. Issue of Flight Instructor’s Rating to those haying Pilot Instructor’s Licence-— 

The applicant shall submit the following documents and certificates;— 

(a) His current Pilot Instructor’s licence; 

(b) A certificate Of the experience as specified for this Rating in para 1(c) 

of Section I of Schedule II of Indian Aircraft Rules without recency 
reqlrements along with the applicant’s log book duly certified; 

(c) A treasury receipt for Rs, 5/- towards fees, 

7. Issue of Private Helicopter Pilot's Licence In exchange for the Private Pilot’s 
‘A’ Licence with Helicopter endorsement — The applicant shall submit the following 
documents and certificates: — 

(a) His current Pilot’s 'A' Licence with Helicopter endorsement; 

(b>) A Medical Fitness Certificate as required in accordance with Section L 
of Schedule II of Indian Aircraft Rules; 

(c) Result sheet showing that the applicant has passed a supplementary 

oral examination in the following subjects: — 

Supplementary Examination No. 1 

(1) Air Navigation 
(ill Aviation Meteorology 

(iii) Aircraft and Engines (for aircraft rating). 

(iv) Seamanship (if applicable). 

The syllabus and standard of the examination will be In accordance 
with Section L of Schedule II of Indian Aircraft Rules. 

(d) A certificate of experience as required in para 1(d) of Section L 

Schedule II of Indian Aircraft Rules without recency requirements 
along with the applicant's log book duly certified; 

(e) A treasury receipt lor Rs. 5/- towards the fees; 

(f) Three copies of recent unmounted photograph size ,'S x 4 ems, of appli- 

cant's head (uncovered) and shoulders in front view. The photo- 
graphs should be signed on the reverse. 

Note 1. — Aircraft Rating will be issued only in respect of those Helicopters 
endorsed on his Pilot’s 'A' licence and which he has flown as Pilot-in-Command. 

(2) All other requirements as applicable for issue of night, rating will be In 
accordance with para 4(b) of Section L of Schedule II of Indian Aircraft Rules. 

(3) Applicant who has passed any examination equivalent to or higher 
than the one specified above may be exempted in one or all the papers as 
applicable. 

(4) Applicant with more than 25 hours of crosscountry flying experience on 
routes exceeding 25 nautical miles may be exempted from examinations in Air 
Navigation and Aviation Meteorology. 

(5) An applicant who has more than 5 hours of ‘solo’ or Pilot-in-Command 
experience on types of Helicopters endorsed on his ‘A’ licence will be exempted 
from examination in Aircraft and Engine required for Helicopter Rating. 

8. Issue of Commercial Helicopter Pilot’s Licence in exchange for the Indian 
Pilot’s 'B' Licence with Helicopter endorsement, — The applicant shall submit the 
following documents and certificates: — 

(a) His current Pilot’s ‘B 1 Licence with Helicopter endorsement; 

(b) His current certificate of competency as specified in para 1(e) of Sec- 

tion D, Schedule II of Indian Aircraft Rules. 

Note. — Production of certificate of competency shall not be mandatory in case 
the applicant is not called upon to use Radio Telephone and requests for Aircraft 
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Rating only on such aircraft which would not come within the purview of Rule 
63 of the Indian Aircraft Rules. 

(c) A certificate of experience as laid down for this licence in para 1(d) 

of Section M of Schedule II of Indian Aircraft Rules without recency 
requirements along with applicant’s log book duly certified; 

(d) A treasury receipt for Rs. 10/- towards the fees; 

(e) Three copies of recent unmounted photograph size 3 x 4 cms. of appli- 

cant’s head (uncovered) and shoulders in front view. The photographs 
should be signed on the reverse. 

Note 1, — .Aircraft Rating will be Issued only in respect of those helicopters 
endorsed on his pilot's ‘B’ licence and which he has flown as Pilot-in-Command 
or as a Co-pilot, 

(2) All other requirements as applicable for various ratings will be in accordance 
with para 4 of Section M of Schedule II of Indian Aircraft Rules. 

9. Issue of Flight Navigator’s Licence to those having Indian First Class 

Navigator’s Licence,— The applicant shall submit the following documents and 

certificates;— 

(a) His Current First Class Navigator’s Licence; 

(b) A certificate of the experience as specified for this licence In para 1(d) 

of Section 'O’, Schedule II of Indian Aircraft Rules without recency 
requirement along with the applicant’s log book duly certified; 

(c) A treasury receipt for Rs. 10/- towards the fees; 

(d) Three copies of recent unmounted photograph size 3x4 cms, of 

applicant’s head (uncovered) and shoulders in front view. The 
photographs should be signed on the reverse. 

10. Issue of Flight Engineer’s Licence to those having Indian Flight Engineer’s 
Permit. — The applicant shall submit the following documents and certificates; — 

(a) Current Flight Engineer’s permit; 

(b) A treasury receipt for Rs. 10/- towards fees; 

(c) Three conies of recent unmounted photograph size 3x4 cms. of appli- 

cant’s head (uncovered) and shoulders in front view. The photographs 
should be signed on the reverse. 

11. Issue of Flight Radio Teleohone Operator's Licence in exchange for the 
Indian Flight Radio Telephone Onerator’s Licence— The applicant shall submit 
the following documents and certificates:— 

(a) His Current Indian Flight Radio Telephone Oparator’s Licence; 

(b) A treasury receipt for Rs. 5/- towards fees; 

(c) Three copies of recent unmounted photograph size 3x4 cms. of appli-, 

cant's head (uncovered) and shoulders In front view, The photographs 
should be signed on the reverse. 

12. Issue of Flight Radio Operator’s Licence to those having Indian Flight 
Radio Operator’s Licence, — The applicant shall submit the following documents 
and certificates: — 

(a) His Current Flight Radio Operator’s Licence; 

(b) A treasury receipt for Rs. 10/- towards fees; 

(c) Three copies of recent unmounted photograph size 3x4 cms. of appli- 

cant's head (uncovered) and shoulders in front view. The photographs 
should be signed on th? reverse. 

Note. — The pilots will be entitled to reconvert a lower category of converted 
licence to a higher category during the period conversion rules remain in force. 

[No. F. 10-A/19-63/AR 1937(72)] 

K. GOPALAKR1SHNAN, Dy, Secy. 


PRINTED IN INDIA BY THF. GENERAL MANAGER, GOVERNMENT OF INDIA TRESS, 
NEW DELHI AND PUBLISHED BY THE MANAGER OF PUBLICATIONS, DELHI, 1963 



